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REPORT OF "TAR", NICOTINE AND CARBON MONOXIDE 
OF THE SMOKE OF 207 VARIETIES 
OF DOMESTIC CIGARETTES 


i 


JANUARY 1985 


The Federal Trade Commission's Laboratory has determined the 
"tar” (dry particulate matter), total alkaloid (reported as nicotine) 
and carbon monoxide content of 207 varieties of cigarettes. The 
laboratory utilized the Cambridge filter method with the following 
specifications as set forth in the Commission's announcement 
July 31, 1967 and July 10, 1980: 

1. Smoke cigarettes to a 23mm. butt length, 

or to the length of the filter and overwrap 
plus 3mm. if in excess of 23mm. 

2. Base results on a test of approximately. 

90 cigarettes per brand, or type." 

3. Cigarettes to be tested will be selected 
on a random basis, as'opposed to 
"weight selection". 

4. Determine particulate matter on a "dry” 
basis employing the gas chromatography 
method published by C.H. Sloan and B.J. 

Sublett in Tobacco Science 9, page 70, 

1965, as modified by F.J. Schlutz’ and 
A.W. Spears' report published in Tobacco, 
vol. 162", no. 24, page 32, date June 17, 

1966, to determine the moisture content. 

5. Determine and report "tar” content after 
subtracting moisture and alkaloids (as 
nicotine) from particulate matter. 

6. Carbon monoxide is determined by non¬ 
dispersal infrared spectrophotometer. 

Concerning the 207 varieties tested, 15 were capable of being 
smoked to 23mm. The butt length of the other 192 varieties tested 
ranged from 24.6mm. to an average of between 43.0 to 44.1mm. The 
butt length of 165 of the 207 varieties tested exceeded 30mm. 
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The samples used were obtained by attempting to purchase two 
packages of each variety of cigarettes as distributed by domestic 
cigarette manufacturers during October 1983 to January 1984 in each 
of 50 geographic locations throughout the country- Not all varieties 
were available in each of the 50 geographic locations and in these 
instances, one or more additional packages of cigarettes were pur¬ 
chased in those geographic locations where respective varieties 
were available. The samples utilized in the tests were repre¬ 
sentative of the 207 varieties of cigarettes as available throughout 
the country at the time of purchase. 

In the table listing the cigarette varieties in alphabetical 
order "tar” and carbon'monoxide content is reported to the nearest 
0.1 milligram and the nicotine to the nearest 0.01 milligram, each 
with appropriate statistical values. The average weight is reported 
in grams per cigarette and the butt length range to the nearest 
0.1 millimeter. In all other tables the average weight and butt 
length columns and the figures representing the standard deviation 
of the mean have been eliminated. The "tar" and carbon monoxide 
figures have been rounded to the nearest milligram (0.5 milligrams 
and greater rounded up, 0-4 milligrams and less rounded down) and 
the nicotine figures have been rounded to the nearest tenth of a 
milligram (0.05 milligrams and greater rounded up, 0.04 milligrams 
and less rounded down). Three tables respectively list varieties 
in increasing order of "tar" values, in increasing order of nicotine 
values and in increasing order of carbon monoxide values. Accord¬ 
ingly, "tar", nicotine and carbon monoxide figures in the tables 
represent rounded off averages without indication of their 
precision. 

It should be noted that cigarette brands with assay results 
for "tar" and carlpon monoxide below 0.5 mg. per cigarette and for 
nicotine below 0.05 mg. per cigarette are recorded in the accompany¬ 
ing tables with asterisks (*) indicating that they are below 0.5 mg. 
"tar", 0.05 mg. nicotine and 0.5 mg. carbon monoxide. The tables 
do not differentiate and no ranking is intended between these 
cigarettes because the current, approved testing methodology is not 
sensitive enough to differentiate between cigarettes at these levels. 

On April 13, 1983, the Commission announced its determination 
that its present testing methodology for "tar", nicotine and carbon 
monoxide does not measure accurately Brown & Williamson's Barclay 
cigarettes and in fact understates the measured deliveries of these 
products. Therefore, it announced that until it adopts a new test¬ 
ing methodology that is able to measure Barclay cigarettes, future 
ftc Tar, Nicotine & Carbon Monoxide Reports will not include test 
results for Barclay cigarettes. As a result, no test results for 
Barclay cigarettes are included within this report. At that same 
time the Commission also found that there was significant likeli¬ 
hood that the same problem (namely, an inaccurate reporting of the 
"tar", nicotine and CO delivery) existed with respect to Kool Ultra 
and Kool Ultra 100's, two other brands of cigarettes manufactured 
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by Brown & Williamson. However, the Commission has not yet reached 
any conclusion whether Kool Ultra and Kool Ultra 100's are ranked 
inappropriately. Therefore, two asterisks {**) have been appended 
to Kool Ultra and Kool Ultra 100's in this report to indicate this 
continuing controversy. 
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PAG* 1 


TAR NICOTINE AND CARBON MONOXJOE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


BRAND 

TVPE 

LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 1 

CODE 

TESTD 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDE 


1 “ 


ALPINE 



P1 

SPi 

M 

BSMM 

0.98B2 

28.0-31.0MM 

15.6+0.4 

0.95+0.03 

14.2+0.5 

SELAIR 



F1 

SP, 

M 

05MM 

0.9046 

32.4-34.7MM 

10,0+0.3 

0.74+0.02 

9.6+0.4 

BELAIR 100 



F i 

SPi 

M 

100MM 

1.0729 

38.2-40.1MM 

8.0+0.3 

0.61+0.02 

7.5+0.4 

BENSON & HEDGES 



R; 

F t HP 

70MM 

0.9642 

31.3-35.2MM 

1.2+0.1 

0.07+0.01 

1.5+0.2 

DENSON A HEDGES 



F i 

HP 


05MM 

1.0027 

32.2-33.4MM 

14.6+0.3 

1.10+0.03 

11.6+0.6 

BENSON A HEDGES 

100 


F; 

HP 


100MM 

1.10B7 

34.2-35.8MM 

15.B+0.4 

1.02+0.02 

14.7+0.6 

BENSON A HEDGES 

100 


Ft 

HPt 

M 

100MM 

1.1228 

34.2-35.7MM 

16.1+0.4 

1.01+0.03 

14.5+0.4 

BENSON l HEDGES 

100 


F ; 

SP 


100MM 

1.1234 

35.B-37.0MM 

15.9+0.3 

1.03+0.02 

14.9+0.6 

BENSON A HEDGES 

100 


Ft 

SPi 

M 

100MM 

1.1256 

34.1-35.9MM 

IS.7+0.3 

1.04+0.03 

15.1+0.4 

BENSON A HEDGES 

LIGHTS 

100 

Ft 

SP 


100MM 

1.1040 

37.B-40.8MM 

10.1+0.3 

0.73+0.03 

. 11.2+0.4 

BENSON A HEDGES 

LIGHTS 

100 

F; 

SP; 

M 

100MM 

1.1180 

38.1-39.6MM 

9.6+0.2 

0.70+0.02 

10.1+0.3 

BENSON A HEDGES 

ULTRA 

LIGHTS 

Ft 

HP 


gQOMM 

0.9846 

38.0-40.6MM 

5.0+0.3 

0.40+0.Q2 

5.2+0.4 

BENSON A HEDGES 

ULTRA 

LIGHTS 

Ft 

HP; 

M 

100MM 

1.0103 

3B.2-40.0MM 

5.2+0.2 

0.42+0.01 

5.3+0.3 

BRIGHT ; 



Ft 

SP; 

M 

85MM 

0.6B5B 

34.1-35.7MM 

6.1+0.3 

0.52+0.02 

7,1+0.4 

BRIGHT"100 



Ft 

SPi 

M 

IOOMM 

1.0766 

39.1-40.OMM 

6.0+0.3 

0.52+0.02 

T.4+0.5 

BULL DURHAM 



Ft 

SP 


85MM 

1.107 1 

25.6-2B.9MM 

27.7+0.4 

1.83+0.05 

23.0+0.5 

CAMBRIDGE 



Ft 

HP 


B5MM 

0.BS7B 

3B.2-39.7MM 

* 

•ft 

* 

CAMBRIDGE 



Ft 

SP 


85MM 

0.B41S 

34.6-36.0MM 

0.6+0.1 

0.08+0.01 

1.0+0.2 

CAMBRIDGE 100 



Ft 

SP 


100MM 

0.9802 

38.7-40.1MM 

4.7+0.2 

0.44+0.02 

S.S+0.3 

CAMEL 



Rt 

NF i 

SP 

70MM 

0.8360 

23.0MM 

21.2+0.5 

1.40+0.04 

12.9+0.4 

CAMEL 



F; 

HP 


80MM 

0.9016 

25,7-26.BMM 

18.1+0,3 

1.08+0,03 

14,6+0.4 

CAMEL 



Ft 

SP 


85MM 

0.9554 

27.3-29,2MM 

15.6+0.3 

1.07+0.03 

14.3+0.3 

CAMEL LIGHTS ‘ 



Ft 

HP 


BOMM 

0.9260 

28.5-31.OMM 

8.B+0.3 

0.69+0.04 

6.4+0.5 

CAMEL LIGHTS 



F| 

SP 


85MM 

0.9577 

32.5-34.7MM 

6.3+0.3 

0.66+0.02 

10.1+0.4 

CAMEL LIGHTS 1O0 


F 1 

SP 


IOOMM 

1.1193 

30.2-38.1MM 

11.5+0.4 

O.S3+0.03 

13.7+0.5 

CARLTON 



F i 

HP 


85MM 

0.8333 

37.0-41.4MM 

★ 

* 

. * 

CARLTON 



F l 

SP 


65MM 

0.7767 

33.0-35.1MM 

1.3+0.1 

0.11+0.01 

1.6+0.2 

CARLTON 



Ft 

SP, 

M 

85MM 

0.7740 

32.0-34.9mm 

O.B+O.1 

0.07+0.01 

0.9+0.1 

CARLTON 100 



Ft 

HP 


100MM 

0.9085 

37.1-38.1MM 

0.6+0.1 

0.05+0.01 

* 

CARLTON 100 



F l 

HP; 

M 

100MM 

0.8946 

37.6-38.2MM 

4c 

4c 

* 

CARLTON 100 



Ft 

SP 


iOOMM 

0.9260 

33.8-36.9MM 

4.6+0.2 

0.40+0.02 

5.8+0.4 

CARLTON 100 



. F, 

SP; 

M 

100MM 

0.9209 

33.9-36.BMM 

4.7+0.3 

0.41+0.02 

5.7+0.5 

CARLTON 120 



Fi 

SP 


120MM 

0,9765 

36,1-39,0(jlM 

6.8+0,4 

0.59+0.02 

5,1+0.4 

CARLTON 120 



Ft 

SPi 

M 

120MM 

0.9767 

36.7-39.5MM 

7.1+0.3 

0.62+0.02 

5.3+0.4 

CENTURV 



Ft 

SP 


85MM 

0.BG23 

2a.7-30.8MM 

14.2+0.4 

0.94+0.03 

.15.9+0.5 

CENTURV LIGHTS 



Fi 

SP 


B5MM 

0,9109 

33.8-34.3MM 

9.1+0.3 

0,69+0.02 

10.8+0.2 

CHESTERFIELD 



R i 

NF, 

SP 

* 70MM 

0.8504 

23.0MM 

IB.9+0.3 

1 .22+0.03 

11.0+0.3 

CHESTERFIELD 



NF 

; SP 


85MM 

1 .0193 

23.0MM 

22.2+0.5 

t.52+0.05 

12.6+0.4 

DORADO 



Ft 

SP 


05MM 

0.8868 

32.9-33.8MM 

12.6+0.3 

□. 90+D.03 

11.8+0.4 

D0RAL II 



Ft 

SP 


85MM 

1 .0519 

36.2-37.9MM 

4.2+0.3 

0.38+0.02 

3.0+0.3 

DORAL II 



Fi 

SP; 

M 

85MM 

1 .0415 

36.5-38.3MM 

4.3+0.3 

0.38+0.02 

3.1+0.3 

ENGLISH OVALS 



Ri 

NF; 

HP 

70MM 

0.9265 

23.0MM 

23.1*0.5 

1.75+0.05 

11.0*0.4 

ENGLISH OVALS 



NF | HP 


8bMM 

1.1299 

23.0MM 

28.0+0.4 

2,10+0.06 

14.0+0.3 

EVE LIGHTS 100 



F 1 

HP 


100MM 

0.8179 

37.2-38.9mm 

12.0+0.2 

0.93+0.02 

9.5+0.3 

EVE LIGHTS 100 



Ft 

HP, 

M 

IOOMM 

0.8257 

37.B-38.8MM 

12.0+0.3 

0.94+0.03 

9.5+0.4 

EVE LIl^HTS 120 



Ft 

HP 


120MM 

0.9666 

37.1-39.2MM 

14.1+0,4 

1 ,08 + 0.02 

11.2+0.6 


1' P-fLiter; HP-rtn-filter; M-rentholi R-regular; HP-hard pack; SP-aoft pack; rmr+niUhnetar. ' 
2 Average weight reported in grama per cigarette. 

J Matter l£n£ti™ «* “ P» **“*“*• 

5 irtaialkaloidfl reported ae niootine milligrams per cigarette. 

£ Carton )<tormtide reported as milligrams per cigarette. 

♦ tolerance stann is twice the standard deviation. 

• Be leu tie sensitivity of the method. ... 
at gee statement in text concerning Kool Ultra brains. 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 






PM3001060388 


; PAGE 2 

TAR NICOTINE AND CARBON MONOXIDE CONTENT 
i OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 

I 


BRAND 

TYPE 


LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 

CODE 


TESTD 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDE 

EVE LIGHTS 120 

F; 

up; 

M 

120MM 

0.9563 

36.5~39.9MM 

13.9+0,5 

1 .06+0.04 

11.2+0.5 

GALAXY 

Fj 

SP 


85MM 

1.0-167 

32.6-33.7MM 

13.9+0.3 

0.69+0.02 

13.3+0.3 

HALF & HALF 

F; 

SP 


B5MM 

1 .0050 

26.4-26.0MM 

17.8*0.4 

1,28+0.04 

17.0+0.4 

HERBERT TAREVTON 

NF 

i SP 


85MM 

i. isoo 

23.0MM 

23.9*0.4 

1.50+0.04 

15.9+0.3 

-* ICEBERG 10D 

F [ 

SP; 

M 

100MM 

0.9323 

34.0-36.5MM 

3.5*0.2 

0.31+0.01 

4.2+0.3 

KENT 

F s 

HP 


BOMM 

0.8663 

26.0-29.3MM 

12.3+0.4 

D.67+0.09 

11.5+0.5 

KENT | 

F; 

SP 


05MM 

0.9316 

27.7-29.4MM 

11.9+0.4 

0.91+0.02 

10.4+0.4 

KENT 100 

F; 

SP 


100MM 

1,0293 

33.9-36.5MM 

12.9+0,4 

1.01+0.02 

10.7+0.6 

KENT 100 * 

F; 

SPi 

M 

IOOMM 

1 .DI48 

34.8-36.6MM 

15.3+0.3 

1.25+0.03 

13.5+0.4 

KENT GOLDEN LIGHTS 

F; 

SP 


SSMM 

0.B65B 

34.I-36.0MM 

8.7+0.3 

0.75+0.03 

9.0+0.4 

KENT GOLDEN LIGHTS 

Ft 

SPs 

M 

'* 85MM 

0.6615 

34.3-35.6MM 

6.2+0.2 

0.69+0.02 

7.9+0.4 

KENT GOLDEN LIGHTS JOCI 

F 1 

SP 


100MM 

1.0162 

36.6-39.9MM 

9.3+0.5 

0.64+0.03 ’ 

9.6+0.6 

KENT GOLDEN LIGHTS 100 

F; 

SPs 

M 

100MM 

1.0252 

37.0-39.0MM 

9.1+0.4 

0.79+0.03 

9.2+0.4 

KENT lfl 

F j 

SP 


S5MM 

0,0437 

34. 1-35.9MM 

2.6+0.2 

0.29+0.02 

2.2+0.2 

KENT III 1D0 

F; 

SP 


IOOMM 

0.9796 

37.0-39.0MM 

4.1+0.2 

0.42+0.01 

4.8+0.3 

KOOL 

R: 

NFsSPtM 

70MM 

0.8395 

23.0MM 

20.2+0.5 

1.23+0.04 

14.0+0.5 

KQOL 

F S 

HP; 

M 

BOMM 

0.B872 

24.6-27.0MM 

15.9+0.4 

1.08+0.04 

14.6+0.4 

KOOL 

F; 

spj 

M 

BSMM 

0.9067 

28. 1-30.5MM 

16.3+0.3 

1.04+0.03 

13.8+0.3 

KOOL LIGHTS 

F; 

SP; 

M 

B5MM 

0.9179 

33.3-35.9MM 

8.5+0.3 

0.65+0.05 

9.2*0.3 

KOOL LIGHTS 1UD 

F; 

SP: 

M 

IOOMM 

1.0654 

34.B-37.0MM 

9.0+0.3 

0.70+0.03 

B.7+0.4 

KOOL MILOS 

F; 

SPs 

M 

85MM 

0.6666 

31.8-34.6MM 

10.2+0.4 

0.73+0.04 

10.7+0.4 

KOOL MILDS 100 

F ; 

SP, 

M 

IOOMM 

1.0720 

39,0-42.1MM 

1 1 . 2+0.3 

0.82+0.03 

12.1+1.3 

KOOL SUPER LONGS 100 

Fs 

SPs 

M 

IOOMM 

1.0525 

34.2-3G.BMM 

14.1+0.3 

0.80+0.03 

IS.3+0.4 

KOOL ULTRA 

Fj 

SP S 

M 

B5MM 

0.8933 

33.4-36.9MM 

1.5+0.3 

0.13+0.03 

0.9+0.2 

KOOL ULTRA 100 

F s 

SPs 

M 

IOOMM 

1 .077 t 

39.7-41.2MM 

4.1+0.3 

0.38+0.03 

2.7+0.4 

L 1 M ! 

F; 

HP 


BOMM 

0.838B 

2B.5-30.1MM 

13.4+0.3 

0.92+0.03 

12.B+Q.4 

L & M ! 

F 1 

SP 


85MM 

0.8664 

32,0-34.1MM 

13.1+0.4 

0.9I+0.Q3 

12.5+0.5 

l e. m loo 

F; 

SP 


IOOMM 

0.9783 

35.9-39.6MM 

13.6*0.4 

0.98+0.03 

13.0+0.4 

lam lights 

F j 

SP 


BSMM 

0.6507 

32.B-34.0MM 

8.0*0.3 

0.74+0.03 

6.6+0.4 

LAM LIGHTS 100 

e i 

SP 


IOOMM 

0.9530 

36.4 ~39.7MM 

8.5+0.3 

0.83+0.02 

6. 1+0.4 

LARK 

F j 

SP 


85MM 

0.9563 

32.4-34.6MM 

13,9+0.3 

0.92+0.02 

13.2+0.5 

LARK 100 

. F i 

SP 


IOOMM 

1.1186 

37.0-36.0MM 

14.9*0.3 

0.99+0.03 

14.6+0.5 

LARK LIGHTS 

F ; 

SP 


BSMM 

0.970B 

33.0-36.BMM 

12.8+0.3 

0.89+0.03 

12.1+0.3 

lark LIGHTS 100 

Fj 

SP 


IOOMM 

1.1122 

36.8-40.0MM 

13.3+0.3 

0.97+0.02 

13.2+0.3 

LUCKY STRIKE 

ft! 

NF s 

SP 

70MM 

0.BB57 

23.0MM 

23.3+0.6 

1.37+0.04 

16.4+0.5 

LUCKY STRIKE 

F ! 

HP 


BOMM 

0.9395 

31.B-35.9MM 

10.5+0.4 

0.77+0.03 

10.3+0.4 

LUCKY STRIKE 

F; 

SP 


BSMM 

0.9231 

33.0-35.DMM 

10.5*0.3 

0.80+0.03 

9.9+0.4 

LUCKY STRIKE 1 DO 

F [ 

SP 


IOOMM 

1 . 1325 

34.5-36.1MM 

10.9+0.3 

0.B6+0.02 

ID.2+0.4 

MARLBORO 

F j 

HP 


BOMM 

0.9311 

26.3-28.0MM 

16.1+0.3 

0.97+0.02 

14.0+0,4 

Marlboro 

Fs 

SP 


85MM 

0.9610 

37.9-40.0MM 

16.0+0.4 

1.00+0.03 

14.5+0.5 

MARLBORO 

Fj 

SPs 

M 

G5MM 

0,9607 

26,9-30.7MM 

15,6+0.4 

0.96+0,03 

14.1+0,3 

MARLBORO 100 

F ( 

HP 


IOOMM 

1,1183 

35.0-36.BMM 

16.0+0.3 

1 .05+0.02 

14,4+0.4 

MARLBORO IDO 

F j 

SP 


IOOMM 

1 .1325 

35.0-36.0MM 

16.3+0.4 

1 .05+0.04 

15.0+0.5 

MARLBORO LIGHTS 

F : 

HP 


BSMM 

0.9542 

34.2-36.0MM 

10.1+0.3 

0.69+0.02 

10.8+0.3 

MARLBORO LIGHTS 

F ; 

SP 


85MM 

0.9433 

33.9-35.7MM 

10,2+6.2 

0.60+0.02 

10.8+0.4 

marlboro lights ioo 

F j 

SP 


IOOMM 

1.1001 

39.1-41,OMM 

10.1+0.3 

0.71+0.02 

11.1+0.3 


1 F-fliterj W'-non-fllterj H-menthol; R-regularj HP-hard pack) SP-abft pack) tiro-mil lime ter.' 

2 Avarage welitfit reported in grama por cigarette. 

3 Range used in butt length because of variance of overwrap. . 

4 tvm dry (tar) - milligrmns total particulate natter lees nicotine and water par cigarette. 

5 Total aU c alnlrin reported as nicotine milligrams per cigarette. 

6 Corben Horcnude reported ae milligrams per cigarette. 

♦ Tolerance ahoun is twice the standard deviation. 

* Below tine semaitivity Of the method. 

“ See BCanaita.u in text concerning pool ultra brands. 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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PACE 3 


TAR NICOTINE AND CARBON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


BRAND ; 

TYPE 


LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 1 

CODE 


TESTD 

WEIGHT 

LENGTH 

DRY 

CONTENT 

MONOXIDE 

MAX 120 

F | 

SP 


1 2DMM 

1.0100 

36.8-3B.4MM 

IB.2+0.3 

1.40+0.04 

17.2+0.6 

MAX 120 . 

F t 

SPt 

M 

120MM 

0.9951 

38.0-40.1MM 

IB.7+0.3 

1.44+0.03 

17.1+0.6 

MERIT 

Ft 

SP 


85MM 

0.97G9 

38.1-37.6MM 

7.8+0.3 

0.52+0,02 

9.1+0.6 

MERIT 

F l 

SP| 

M 

85MM 

0.9917 

35.B-38.5MM 

7.9+0,3 

0.54+0.02 

9.6+0.5 

MERIT 100 

Ft 

SP 


100MM 

1.1195 

37.0-41.3MM 

10.3+0.3 

0.71+0.02 

11.6+0.5 

MERIT 100 

Ft 

SPt 

M 

100MM 

1,1111 

39.0-41.9MM 

9.4+0.4 

0.67+0.02 

10,6+0.5 

MERIT ULTRA LIGHTS 

Ft 

SP 


85MM 

0.B9S6 

35.0-36.6MM 

4.9+0.4 

0.3B+0.03 

6.3+0.5 

MERIT ULTRA LIGHTS 

Ft 

SP| 

M 

B5MM 

0.9126 

34.2-35.8MM 

4.7+0.5 

0.37+0.02. 

S.0*0.7 

MERIT ULTRA LIGHTS 10D 

Ft 

SP 


100MM 

1.0434 

38,5-40.1MM 

5.1+0.3 

0.43+0.01 

6.4+0.5 

MERIT ULTRA LIGHTS 100 

Ft 

SPt 

M 

1 10OMM 

1.0513 

3B.1-40.2MM 

4.1+0.2 

0.35+0.02 

4.4+0.3 

MONTCLAIR 

Ft 

SPt 

M 

85MM 

0.9023 

25.9-28.2MM 

14.7+0.4 

0.96+0.03 

15,2+0.5 

MORE 120 

Ft 

SP 


120MM 

1.0297 

43.0-44.1MM 

16.B+0.4 

1.19+0,03 

20.4+0.4 

MORE 120 

Ft 

SPi 

M 

120MM 

1.0375 

41 .0-42.2MM 

16.0+0.3 

1.21+0.02 

16.8+0.4 

MORE LIGHTS tOO 

Ft 

HP 


100MM 

0.9I4D 

37.0-3B.7MM 

8.D+0.4 

0,65+0,02 

7.7+0.5 

MORE LIGHTS 100 

Ft 

HPt 

M 

100MM 

O.B550 

36.0-40.1MM 

7.6+0.3 

0.61+0.02 

6.4+0.4 

MOLTIFILTER 

Ft 

SP 


B5MM 

1.1379 

31.0-33.9MM 

12.1+0.4 

0.77+0.02 

10.5+0.4 

MULTIFILTER 

F 1 

$P| 

M 

B5MM 

1.1405 

32.2-33.9MM 

12.2+0,3 

0,76+0.02 

10.2+0.3 

NEWPORT 

Ft 

HPt 

M 

BOMM 

0.B776 

32.0-34.1MM 

15,5+0.4 

1.14+0.03 

. 15.4+0.4 

NEWPORT 

Ft 

SPt 

M 

B5MM 

0.9247 

26.9-30.OMM 

18.0+0.4 

1.21+0.04 

t7.2+0.5 

NEWPORT 100 

Ft 

SP| 

M 

100MM 

1.0469 

34.1-36.2MM 

19.5+0.5 

1.46+0.04 

19.6+0.5 

NEWPORT LIGHTS 

Ft 

HPt 

M 

BOMM 

0,8314 

27.B-29.2MM 

fi .9+0.2 

0.72+0.04 

0.3+0.4 

NEWPORT LIGHTS 

Ft 

SP; 

M 

B5MM 

0.6914 

33.2-36.6MM 

B.1+0.4 

0.70+0.03 

6.3+0.5 

NEWPORT LIGHTS 100 

F; 

SP: 

M 

100MM 

1 .0342 

36.7-39.1MM 

9.5+0.4 

0.83+0.03 

8,6+0.6 

NEWPORT RED 

Ft 

HP 


BOMM 

0.8B34 

32.3-34.1MM 

12.1+0.5 

0.94+0,03 

12.5+0.3 

NEWPORT RED 

Ft 

SP 


85MM 

0.9226 

32.1-33.8MM 

13.7+0.3 

1.04+0.03 

15.1+0.4 

NOW 

F | 

HP 


BOMM 

0.6916 

33.2-35.7MM 

★ 

* 

* 

NOW 1 

Ft 

SP 


B5MM 

0.7984 

33.4-3B.1MM 

1.2+0.1 

0.11+0.01 

1.5+0.2 

NOW 

F; 

SP; 

M 

BSMM 

0.7986 

33.9-.3B. 1MM 

1.0+0.2 

0.09+0.02 

1.2+0.2 

NOW 100 

Ft 

HP 


100MM 

0.6656 

37.9-38.7MM 

* 

0.07+0.09 

* 

NOW 100 

Ft 

SP 


1DOMM 

0.9543 

37.B-30.6MM 

2.6+0.2 

0.27+0.02 

2.4+0,3 

NOW 100 

F j 

SPi 

M 

100MM 

0.9451 

36.B-38.7MM 

2.0+0.2 

0.24+0.02 

1.5+0.2 

OLD GOLD FILTER 

. F; 

SP 


B5MM 

0.9293 

26.B-30.4MM 

17.2+0.4 

1.25+0.04 

18.0+0.5 

OLD GOLD FILTER 100 

F t 

SP 


100MM 

1 .0573 

31.4-39.OMM 

20.2+0.4 

1.52+0.05 

19.6+0.4 

OLO GOLD LIGHTS 

Ft 

SP 

. 

B5MM 

0.9049 

35.1-36.OMM 

9.3+0.4 

0.B2+0,03 

10,0+0.4 

OLD GOLD STRAIGHT 

NF 

: SP 


85MM 

0.9924 

23.OMM 

25.B+0.4 

1.63+0.04 

18.6+0.4 

PALL MALL 

NF 

1 SP 


BSMM 

1.0564 

23.OMM 

23.1+0.6 

1.34+0.04 

15.5+0.a 

PALL MALL 

Ft 

SP 


85MM 

0.9914 

25.5-29.2MM 

16.7+0.3 

1.11+0,03 

10.0+0.5 

PALL MALL 100 

Ft 

SP 


1 DOMM 

1.1236 

34.2-36.1MM' 

15.4+0.4 

1.09+0.03 

15.2+0.5 

PALL MALL EXTRA LIGHT 

Fi 

SP 


B 5 MW 

0.9793 

31,6-35.OMM 

7.0+0.4 

0.59+0.02 

6.7+0.4 

PALL MALL LIGHT 100 

Ft 

SP 


IOOMM 

1.0946 

37.5-39.OMM 

9.5+0.4 

0.75+0.03 

8.9+0.4 

PALL MALL LIGHT 100 

F; 

SPt 

M 

100MM 

1.0150 

34.4-36.2MM 

12.4+0.3 

0.97+0.03 

11.4+0.4 

PARLIAMENT LIGHTS 

Ft 

HP 


BOMM 

0.9659 

32.9-34.OMM 

B.6+0.2 

0.61+0.02 

9.2+0.4 

PARLIAMENT LIGHTS 

Fi 

SP 


85MM 

1.0092 

33.1-34.6MM 

B.7+0.3 

0.63+0.02 

6.5+0.3 

PARLIAMENT LIGHTS 100 

Ft 

SP 


100MM 

1.2415 

38.6-40.OMM 

11.6+0.3 

0.B3+0.02 

10.7+0.4 

PHILIP MORftlS 

R; 

NFj 

SP 

70MM 

■ 0.0474 

23.OMM 

20.8+0.5 

1.24+0.03 

11.9+0.4 

PHILIP MORRIS COMMANDER 

NF 

i SP 


B5MM 

1.0481 

23.OMM 

25.7+0.5 

1.59+0.04 

14.3+0.4 


1 P-filter; NP-non-ftiter! mrenthol; R-regular; HP-hard pack; SP-aoft pack; wn-millimetar. 

2 Average weight reported in grams per cigarette. 

3 Range ufleH in butt length because of variance of overwrap. 

4 TVM dry (tarJ - milligrams total particulate matter lass nicotine and water per cigarette. 

5 Total alkaloids reported as nicotine milligrams per cigarette. 
i carton tarcuode reported as milligrams per cigarette. 

+ Tolerance shewn is twice the standard deviation. 

* Below the sensitivity of the method. 

** St* ntdreinent in text ormrernitm tool Ultra bm«3s. 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CARSON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


BRAND 1 


TVPE 


LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTEO ; 


CODE 


TESTD 

WEIGHT 

LENGTH 

DRY 

CONTENT 

MONOXIDE 












PHILIP MORRIS INTERNATIONAL 

100 

Fi 

HP 


100MM 

1 .1 1 to 

34.6-35.7MM 

16.8+0,2 

1 .07+0.02 

15.6+0.4 

PHILIP MORRIS INTERNATIONAL 

100 

F; 

HP i 

M 

100MM 

1.1430 

34.8-35.2MM 

16.7+0.5 

1.07+0.03 

16.4+0.4 

PICAYUNE 


R; 

NF f 

SP 

70MM 

0.8577 

23.0MM 

15.9+0.5 

1,00+0.03 

12.5+0.7 

PLAYERS 


Rs 

NF, 

HP 

7QMM 

t.0707 

23,0MM 

25.4+0.5 

1 .90+0.04 

14.7+0.4 

PLAYERS 


F; 

HP 


85MM 

0.9611 

34.2-36.1MM 

11.7+0.4 

0.80+0.02 

11,1+0.3 

players 


F : 

HP t 

M 

05 MM 

0.9444 

34.0-36.BMM 

11.6+0.3 

0.79+0.02 

10.8+0.4 

players too 


F ; 

HP 


100MM 

1.0269 

38.8-40.5MM 

13.1+0.4 

0.89+0.02 

12.0+0.5 

PLAYERS 100 


F; 

HP; 

M 

100MM 

1,0404 

30.O-39.9MM 

12.9+0.3 

0.87+0.03 

11,4+0.3 

RALEIGH 


NF j 

i SP 


H5MM 

1.0767 

23.0MM 

24.6+0.7 

1.38+0.05 

16.5+0.8 

RALEIGH 1 


F; 

SP 


B5MM 

0,9449 

2B.4-29.9MM 

14.9+0.3 

0.89+0.03 

16.1+0.5 

RALEIGH 100 


F j 

SP 


.1 OOMM 

l . 1306 

34.2~36.4MM 

16.0+0.4 

1.04+0.03 

16.5+0.4 

Raleigh lights 


F; 

SP 


6 5 MM 

0,9297 

32.0-33.6MM 

10.4+0.2 

0.76+0.02 

10.1+0.4 

RALEIGH LIGHTS 100 


F : 

SP 


1 OOMM 

1 . 1408 

30.2-40.IMM 

8.9+0.4 

0.69+0.02 

9.4+O.S 

RICHLAND 


F) 

SP 


05MM 

0.9246 

2B.3-29.8MM 

15.9+0.3 

1.05+0.03 

13.2+0.4 

RICHLAND 


Ft 

SP; 

M 

H5MM 

0,9129 

28.6-29.6MM 

15.3+0,4 

8.98+0.03 

13.4+0.4 

SALEM 


Fi 

SP; 

M 

05MM 

0.9406 

27.2-29.5MM 

16.0+0.3 

1.06+0.03 

17.6+0.4 

SALEM 100 


Ft 

SP; 

M 

1 OOMM 

1 . 1247 

33.5~35.4MM 

16.0+0.4 

1.21+0.04 

14.9+0.6 

SALEM LIGHTS 


F; 

SP; 

M 

85MM 

0.9384 

34.2-35.IMM 

9.1+0,3 

0.70*0.02 

10.7+0.4 

SALEM LIGHTS tuu 


F; 

SP; 

M 

IOOMM 

1.1248 

36.5-30.3MM 

9.2+0.3 

0.74+0.03 

TO.8+0.3 

Salem slim lights too 


F t 

HP; 

M 

10OMM 

0.8823 

37.6-39.0MM 

8.1+0.3 

0.66+0.02 

8,7+0.4 

SALEM ULTRA 


Fj 

5P; 

M 

85MM 

0.9064 

33.0-34.3MM 

5.0+0.3 

0.43+0.02 

6.4+0.4 

SALEM ULTRA 100 


Fi 

SP; 

M 

100MM 

t. i no 

36.2-38,8MM 

4.7+0.3 

0.42+0.02 

5.9+0.4 

SARATOGA 120 


F; 

HP 


t 20MM 

1 .09 IS 

37.1-39.2MM 

13.8+0,4 

0.94+0.03 

13.2+0.8 

SARATOGA- 12b 


Ft 

HP; 

M 

12GMM 

1.1067 

37.2-38.9MM 

14.0+0.3 

0.93+0.02 

13.5+0.6 

SATIN tOU 


F; 

SP 


IOOMM 

1,0584 

35.0-36.SMM 

9.9+0.4 

0.85+0.03 

10.5+0.5 

SATIN 100 


Fs 

SP; 

M 

IOOMM 

t .0530 

35.1-37.IMM 

9.4+0.3 

0.82+0.03 

10.0+0.4 

SILVA THINS 10b 


Ft 

SP 


tOOMM 

0.9411 

34.5-37.. 3MM 

10.9+0.5 

0.88+Q.04 

8.5+0.4 

SILVA THINS 100 


Ft 

SP; 

M 

IOOMM 

0,9410 

34.2-36.7MM 

TO.7+0.3 

0.89+0.03 

3.3+0.4 

SPRING tOO 


fi 

SP; 

M 

IOOMM 

1.0843 

34.1-36.9MM 

18.9+0.3 

1 .05+0.04 

16.3+0.5 

ST. MORITZ 100 


F ( 

SP 


IOOMM 

t.osia 

35.7-3B.3MM 

13.7+0,3 

1 .05+0.03 

12.8+0.5 

ST. MORITZ 100 


Ft 

SP; 

M 

IOOMM 

t .0550 

35.3-38.OMM 

14.3+0.3 

1.07+0.04 

13.4+0.4 

TALL 120 


. F; 

SP 


120MM 

t.1852 

36.6-39.0MM 

19.8+0.5 

J ^49+0.03 

19.3+0.8 

TAIL 120 


F; 

SP; 

M 

1 20MM 

t . 1856 

37.0-39.9MM 

16.7+0.8 

1.29+0.07 

17.5+1.1 

13.8+0.4 

TAREVTON 


Ft 

SP 


05MM 

1 .0099 

25.9-2B.7MM 

13.1+0.3 

0.86+0.03 

TAREVTON 100 


F; 

SP 


IOOMM 

1 . 1665 

33.8-36.2MM 

13.5+0.2 

0.93+0.03 

15.1+0.3 

TAREVTON LIGHTS 


F; 

SP 


8SMM 

0.8764 

33.3-37.IMM 

4.4+0.2 

0.36+0.01 

4.2+0,2 

TAREVTON LONG LIGHTS 100 


Ft 

SP 


IOOMM 

1 . 1426 

33.9-36.3MM 

7.5+0.3 

0.62+0.04 

7.0+0,4 

TRIUMPH 


Fi 

SP 


B5MM 

0.8279 

34.1-36.OMM 

2.9+0.3 

0.30+0.02 

2.5+0.3 

TRIUMPH 


F; 

SP; 

M 

05.MM 

0.8247 

34.1-35.BMM 

2.7+0.2 

0.30+0.02 

2.4+0.3 

TRIUMPH 100 


F; 

SP 


IOOMM 

0,9700 

37.Q-39.3MM 

4.0+0,2 

0,41+8,02 

4.3+0.3 

TRIUMPH tOO 


F i 

SP; 

M 

IOOMM 

0.9602 

36.8.39.IMM 

3.0+0,4 

0,39+0.02 

4.2+0.5 

. TRUE j 


F ; 

SP 


SSMM 

0.8218 

31.8-33.BMM 

4.8 + 0.2 

0.41+0.02 

4,4+0.3 

TRUE 


Ft 

SP; 

M 

8 5 MM 

0.0206 

31.9-34.2MM 

5.0+0,3 

0.42*0.02 

4.8+0.3 

TRUE 1O0 


Ft 

SP 


IOOMM 

0,9051 

33.8-36.OMM 

7.0+0.3 

0.62+0.03 

8.5+0.4 

TRUE 100 


Ft 

SP; 

M 

IOOMM 

0.9757 

34.2-36.IMM 

7.4+0.3 

0.50+0.02 

7.8+0.4 

VANTAGE, 


F : 

SP 


85MM 

1.0460 

32.0-34.2MM 

9.7+0.2 

0.71+0.02 

11.9+0.4 


i 

1 F-filterj NF-non-filter; M-menthol; R-regularj HP-hard packi SP-eoft pack; mwidiliirefcer. 

2 Average weight reported in grama per cigarette. 

3 Range ufled in butt length because of variance of overwrap. , 

4 TPM dry (tar) - milligrams total particulate matter lea a nicotine and water per cigarette. 

5 Total alkaloids reported m nicotine mill(gram* per cigarette. 

6 Carbon Monoxide reported aa inilLUfirfic* i«r cigarette, 

■> Tolerance shown is twice tlia standard deviation. 

* Below the sensitivity of tha metlsd. 

** tkw statement Ln text tiirpoiminii Ktjol IJltcn trnnda. 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CARBON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF OOMESTIC CIGARETTES 


BRAND 

Type 

LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 

CODE 

TESTD 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDE 


VANTAGE 


F i 

SPt 

M 

B5MM 

1.0723 

32.5-34.0MM 

9.2+0.4 

0.67+0.03 

11.9+0.6 

VANTAGE 100 


F 

SP 


10OMM 

1.2160 

34.6-3B.2MM 

9.4+0.3 

0.71+0.03 

10.5+0.6 

VANTAGE 100 


F s 

SPi 

M 

10OMM 

1.2412 

36.9-39.BMM 

9.3+0.3 

0.72+0.02 

10.6+0.4 

VANTAGE ULTRA LIGHTS 


F : 

SP 


B5MM 

o. fig i o 

32.2-34.6MM 

4.7+0.2 

0.43+0.02 

5.9+0.2 

VANTAGE ULTRA LIGHTS 


F t 

SPi 

M 

S5MM 

0.6712 

32.7-34.9MM 

4.6+0.2 

0,40+0.01 

S.8+0.3 

VANTAGE ULTRA LIGHTS 

100 

Fi 

SP 


100MM 

1.0656 

36.1-38.2MM 

5.0+0.2 

0.45+0.02 

S.7+0.4 

VANTAGE ULTRA LIGHTS 

J00 

Ft 

SPi 

M 

100MM 

1 .0236 

35.4-39.2MM 

5.1+0.2 

0.44*0.03 

6.8+0.4 

VICEROY 


F. 

SP 


65 MM 

0.9059 

28,3-30.1MM 

16.2+0.3 

0.94+0.03 

15.7+0.5 

VICEROY RICH LIGHTS 


F j 

SP 


B5MM 

0.9179 

32.1-34.3MM 

9.9+0.3 

0.74+0.02 

9.6+0.3 

VICEROY RICH LIGHTS 100 

Ft 

SP 


10QMM 

1.0651 

39.0-41.1MM 

10.5+0,4 

0.7B+0.02 

11.3+0.4 

VICEROY SUPER LONG 100 

Ft 

SP 


100MM 

1.0776 

33.6-36.5MM 

14.3+0.3 

0.94+0.03 

16.1+0.4 

VIRGINIA SLIMS 100 


Ft 

SP 


100MM 

0.9500 

34.5-36.3MM 

14.3+0.4 

0.93+0.02 

12.3*0.4 

VIRGINIA SLIMS 1U0 


F; 

SPi 

M 

100MM 

0.9426 

33.2-36.3MM 

14.5+0,3 

0.94+0,03 

12.9+0.4 

VIRGINIA SLIMS LIGHTS 

100 

Fj 

HP 


1GOMM 

0.9672 

39.0-40.4MM 

7.7+0.4 

0.57+0.03 

7.4+0.4 

VIRGINIA SLIMS LIGHTS 

100 

Ft 

HP t 

M 

10QMM 

0.9677 

3B.7-39.7MM 

7.8+0.4 

0.56+0,02 

7.5+0.4 

WINSTON 


Fi 

HP 


BOMM 

0.9222 

25.1-27.3MM 

16.1+0.4 

1 .07+0.04 

14.6+0.4 

WINSTON 


Fj 

SP 


05 MM 

0.9979 

26.9-29.5MM 

15.8+0.4 

1.06+0.03 

14.7+0.3 

WINSTON 100 


F t 

SP 


100MM 

1,1219 

34.1-36,1MM 

16.5+0.4 

1.20+0.04 

15.8+0.4 

WINSTON INTERNATIONAL 

100 

F ; 

HP 


100MM 

1 .0528 

34.2-35.6MM 

15.5+0.4 

1.10+0.03 

13.5+0.4 

WINSTON LIGHTS 


- Fj 

SP 

* 

B5MM 

0.9448 

3Z.B-34.9MM 

B.4+0.3 

0.65+0.02 

8.3+0.3 

WINSTON LIGHTS 100 


F j 

SP 


100MM 

1.1306 

36.0-38.9MM 

11.5+0.3 

0.83+0.02 

13.1+0.5 

WINSTON ULTRA LIGHTS 


F [ 

SP 


B5MM 

0.801B 

33.4-35.6MM 

4.B+0.2 

0.42+0.01 

6.6+0.3 

WINSTON ULTRA LIGHTS 

too 

F; 

SP 


I00MM 

1 ,0657 

36.0-38.BMM 

5.3+0.3 

0.45+0.02 

6.6+0.5 


J 

i 


i 

1 P-flitarj W-ncn-filterj M-mentholi R-regular; IP-hard pack, SP-soft pack) nrondlliweter 

2 Aver aye weight reported in grama par cigarette. 

3 Range used in butt length hecauae of variance of overwrap. 

4 TPM dry (tar) - milligrams total particulate matter less nicotine and water per H Ti n* to . 

5 Total alkaloids reported as nicotine milligram per cigarette. 

6 Carton Manmade reported as milligrams per cigarette. 

+ Tolerance shown is twice tlte standard deviation. 

* Below the sensitivity of the nothud. 

•• See statement in text concerning Kool Ultra heard a. 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC.CIGARETTES TESTED BY FTC METHOD V 

{lnc.HJU.-Lng OkdtA fi Toa) 


BRAND 

NAME 

TYPE 


i 

i' 

£ 

CAMBRIDGE 

KING SIZE; FILTER; (HARD PACK) 

* 

* 

CARLTON ' 

KING SIZE; FILTER; (HARD PACK) 

* 

* 

CARLTON 100 

100MM, 

FILTER; MENTHOL; (HARD PACK) 

★ 

* 

NOW 

KING SIZE; FILTER; (HARD PACK) 

* 

* 

NOW 100 

100MM, 

FILTER; (HARD PACK) 

•k 

0.1 

BENSON & HEDGES 

REG SIZE; FILTER; (HARD PACK) 

1 

0.1 

CAMBRIDGE 

.KING SIZE; FILTER 

1 

0.1 

CARLTON 

KING SIZE; FILTER 

1 

0.1 

CARLTON 

KING SIZE; FILTER; MENTHOL 

1 

0.1 

CARLTON 100 

100MM, 

FILTER; (HARD PACK) 

1 

0.1 

NOW 

KING SIZE; FILTER 

1 

0.1 

NOW 

KING SIZE; FILTER; MENTHOL 

1 

0.1 

KOOL ULTRA** 

KING SIZE; FILTER; MENTHOL 

2 

0.1 

NOW 100 

100MM, 

FILTER; MENTHOL 

2 

0.2 

KENT III 

KING SIZE; FILTER 

3 

0.3 

NOW 100 

100MM, 

FILTER 

3 

0.3 

TRIUMPH 

KING SIZE; FILTER 

3 

0.3 

TRIUMPH 

KING SIZE; FILTER; MENTHOL 

3 

0.3 

DORAL II 

KING SIZE; FILTER 

4 

0.4 

DORAL II 

KING SIZE; FILTER; MENTHOL 

4 

0.4 

ICEBERG 100 

100MM, 

FILTER; MENTHOL 

4 

0.3 

KENT III 100 

100MM 

FILTER 

4 

0.4 

KOOL ULTRA 100** 

100MM, 

FILTER; MENTHOL 

4 

0.4 

MERIT ULTRA LIGHTS 100 

100MM; FILTER; MENTHOL 

4 

0.4 

TAREYTON LIGHTS 

KING SIZE; FILTER 

4 

0.4 

TRIUMPH 100 

100MM 

FILTER 

4 

0.4 

TRIUMPH 100 

100MM 

FILTER; MENTHOL 

4 

0.4 

BENSON & HEDGES ULTRA LIGHT 

100MM 

FILTER; (HARD PACK) 

5 

0.4 

BENSON & HEDGES ULTRA LIGHT 

100MM 

FILTER; MENTHOL; (HARD PACK) 

5 

0.4 

CAMBRIDGE 100 

100MM 

FILTER 

5 

0.4 

CARLTON 100 

100MM 

FILTER 

5 

0.4 

CARLTON 100 

100MM 

FILTER; MENTHOL 

5 

0.4 

MERIT ULTRA LIGHTS 

KING SIZE; FILTER 

5 

0.4 

MERIT ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

MERIT ULTRA LIGHTS 100 

100MM 

FILTER 

5 

0.4 

SALEM ULTRA 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

SALEM ULTRA 100 

100MM, 

FILTER; MENTHOL 

5 

0.4 

TRUE 

KING SIZE; FILTER 

5 

0.4 

TRUE 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

VANTAGE ULTRA LIGHTS. 

KING SIZE; FILTER 

5 

0.4 

VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

VANTAGE ULTRA LIGHTS 100 

100MM 

FILTER 

5 

0.5 

VANTAGE ULTRA LIGHTS 100 . 

100MM 

FILTER; MENTHOL 

5 

0.4 



* 

* 

* 

* 

* 

2 

1 

2 

1 

* 

2 

1 

1 

1 

2 

2 

3 

2 

3 

3 

4 

5 

3 

4 

4 

5 

4 

5 
5 

5 

6 
6 
5 

5 

6 
6 
6 

4 

5 

6 
6 
6 
7 


/ 

1 *Tar 9 - tdlligncw total particsiUt* jnrttar law mootin g amd %mtar p«r pi^ratti. 

2 Ki acting total aDcaloids rapartad in irilU g r aM par cigarette. 

2 Carbon Harmdde r e po r te d In nilligrans par cigarette._ 

• Irriicet** *tar* bel on 0.5 ag. j nicotine below 0.05 ag. or ta rtan 
below 0.5 ag. per cigarette. 

•* t+c rartMtoMTt in tot conc e r n ing fcd Dltra brand*. _____ _ 


PM3001060392 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


•si 



.'UncAtai-ifiU OvltK To*) 



ate 

BRAND 


TYPE ' 


£ 

1! 

NAME 



$ 

s 

*-■ 

at 

31 

WINSTON ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

6 

WINSTON ULTRA LIGHTS 100 

100MM; FILTER 

5 

0.5 

7 

BRIGHT 


KING SIZE; FILTER; MENTHOL 

6 

0.5 

7 

BRIGHT 100 


100MM; FILTER; MENTHOL 

6 

0.5 

7 

CARLTON 120 


120MM; FILTER 

7 

0.6 

5 

CARLTON 120 > 


120MM; FILTER; MENTHOL 

7 

0.6 

5 

PALL MALL EXTRA LIGHT 


KING SIZE; FILTER 

7 

0.6 

7 

TAREYTON LONG LIGHTS 100 

100MM; FILTER 

7 

0.6 

7 

TRUE 100 


100MM; FILTER; MENTHOL 

7 

0.6 

8 

BELAIR 100 


100MM; FILTER; MENTHOL 

8 

0.6 

7 

CAMEL LIGHTS 


KING SIZE; FILTER 

8 

0.7 

10 

KENT GOLDEN LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

8 

KOOL LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

9 

L & M LIGHTS 


KING SIZE; FILTER 

8 

0.7 

7 

L & M LIGHTS 100 


100MM; FILTER 

8 

0.8 

6 

MERIT 


KING SIZE; FILTER 

8 

0.5 

9 

MERIT 


KING SIZE; FILTER; MENTHOL 

8 

0.5 

10 

MORE LIGHTS 100 


100MM; FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

NEWPORT LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

8 

SALEM SLIM LIGHTS 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.7 

9 

TRUE 100 


100MM; FILTER 

8 

0.6 

8 

VIRGINIA SLIMS LIGHTS 

100 

100MM; FILTER; (HARD PACK) 

8 

0.6 

7 

VIRGINIA SLIMS LIGHTS 

100 

100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

WINSTON LIGHTS 


KING SIZE; FILTER 

8 

0.7 

9 

CAMEL LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.7 

8 

CENTURY LIGHTS 


KING SIZE; FILTER 

9 

0.7 

11 

KENT GOLDEN LIGHTS 


KING SIZE; FILTER 

9 

0.8 

9 

KENT GOLDEN LIGHTS 100 


100MM; FILTER 

9 

0.8 

10 

KENT GOLDEN LIGHTS 100 


' 100MM; FILTER; MENTHOL 

9 

0.8 

9 

KOOL LIGHTS 100 


100MM; FILTER; MENTHOL 

9 

0.7 

9 

MERIT 100 


100MM; FILTER; MENTHOL 

9 

0.7 

11 

NEWPORT LIGHTS 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

OLD GOLD LIGHTS 


KING SIZE; FILTER 

9 

0,8 

10 

PALL MALL LIGHT 100 


100MM; FILTER 

9 

0.7 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER * 

9 

0.6 

9 

RALEIGH LIGHTS 100 


100MM; FILTER 

9 

0.7 

9 

SALEM LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

11 

SALEM LIGHTS 100 


100MM; FILTER; MENTHOL 

9 

0.7 

11 

SATIN 100 


100MM; FILTER; MENTHOL 

9 

0.8 

10 

VANTAGE 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

12 

VANTAGE 100 


100MM; FILTER 

9 

0.7 

11 


1 “Tar* - mtUiTTw* total perticuiata »attaar lass niootin* nd water per cigarette.: 

2 ttioctir» total aHrn’lo jrtc r e po r ted in wUligreos par ci ga rett e . 

3 Carbon Knaxide reported In «rilIigrMB» per cigarette. 

• Indicates *ter* beiow 0.5 *g.| niootir* telcw 0.05 Mg. « eerbon e cn o ald e 
below 0.5 ttg. per cigarette. 

•* Bee statewnt in text oonorminj Bool Ultra brands. _ , „ „. „ . 


PM3001060393 

Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


. 



(In: Auiou; 0\4i A o{ To*) 


£? 

> £ 

BRAND 


TYPE 

• 

c 

8 5K 

NAME 


’ 

w 

f 

8 

s 

s s 

VANTAGE 400 


100MM; FILTER; MENTHOL 

9 

0.7 

11 

BELAIR 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

9 

BENSON & HEDGES LIGHTS 

100 

100MM; FILTER 

10 

0.7 

11 

BENSON & HEDGES LIGHTS 

100 

•100MM; FILTER; MENTHOL 

10 

0.7 

10 

KOOL MILDS 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

11 

LUCKY STRIKE 


KING SIZE; FILTER 

10 

0.8 

10 

MARLBORO LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 

a 

KING SIZE; FILTER 

10 

0.7 

11 

MARLBORO LIGHTS 100 


100MM; FILTER 

10 

0.7 

11 

MERIT 100 


100MM; FILTER 

10 

0.7 

12 

NEWPORT LIGHTS 100 


100MM; FILTER; MENTHOL 

10 

0.8 

10 

RALEIGH LIGHTS 


KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 


100MM; FILTER 

10 

0,9 

11 

VANTAGE 


KING SIZE; .FILTER 

10 

0.7 

12 

VICEROY RICH LIGHTS 


KING SIZE; FILTER 

10 

0.7 

10 

CAMEL LIGHTS 100 


1QQMM; FILTER 

IX, 0.8 

14 

KOOL MILDS 100 


100MM; FILTER; MENTHOL 

11 

0.8 

12 

LUCKY STRIKE 


KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

10 

LUCKY STRIKE 100 


100MM; FILTER 

11 

0.9 

10 

SILVA THINS 100 


100MM; FILTER 

11 

0.9 

9 

SILVA THINS 100 


100MM; FILTER; MENTHOL 

11 

0.9 

8 

VICEROY RICH LIGHTS 100 

100MM; FILTER 

11 

0.8 

11 

WINSTON LIGHTS 100 


100MM; FILTER 

11 

0.8 

13 

EVE LIGHTS 100 


100MM; FILTER 

12 

0.9 

9 

EVE LIGHTS 100 


100MM; FILTER; MENTHOL 

12 

0.9 

9 

KENT 


KING SIZE; FILTER'; (HARD PACK) 

12 

0.9 

11 

KENT 


KING SIZE 

12 

0.9 

10 

MULTIFILTER 


KING SIZE; FILTER 

12 

0.8 

10 

MULTIFILTER 


KING SIZE; FILTER; MENTHOL 

12 

0.8 

10 

NEWPORT RED 


KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

PALL MALL LIGHT 100 


100MM; FILTER; MENTHOL 

12 

1.0 

11 

PARLIAMENT LIGHTS 100 


100MM; FILTER 

12 

0.8 

11 

PLAYERS 


KING SIZE; FILTER; (HARD PACK) 

12 

0.8 

11 

PLAYERS 


KING SIZE; FILTER; MENTHOL 

12 

0.8 

11 

DORADO 


KING SIZE; FILTER 

13 

0.9 

12 

KENT 100 


100MM; FILTER 

13 

1.0 

11 

L & M 


KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L t M 


KING SIZE; FILTER 

13 

0.9 

13 

LARK LIGHTS 


KING SIZE; FILTER 

13 

0.9 

12 

LARK LIGHTS 100 


100MM; FILTER 

13 

1.0 

13 

PLAYERS 100 


100MM; FILTER; (HARD PACK) 

13 

0.9 

12 

PLAYERS 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

TAREYTON 


KING SIZE; FILTER 

13 

0.9 

14 




/ 

1 m Trnx m - »migrari*;"tDtii' parti Quia t» ■attar lam nico tina and wtar par cdgar*tt».| 

2 Riootine total r a puttad in rillly m par ciparatta. 

3 Carbon toraude rapxtad in ri 11 i gratia par cdgaratta. ^ _ 

• Irrfiaitaa "tar" balow 0.5 Mf.j niocrti im balow 0.05 *g. or onrixxi wnaKim 
balow 0.5 wq. par cigaratta. 

n Sae atatarant in taxt aanoamiftg tool Ultra brands. . 


PM3001060394 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD . 


*4 

**v 



pncftoi-ifiS OndtA c{ Tar] 


UJ 

ae 


BRAND 


TYPE 

* 

•J 


8* 

NAME 




% 

s' 


TAREYTON’ 100 


100MM; FILTER 

13 

0.9 

15 

CENTURY 


KING SIZE? 

FILTER 

14 

0.9 

16 

EVE LIGHTS 120 


120MM; FILTER? (HARD PACK) 

14 

1.1 

11 

EVE LIGHTS 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

1.1 

11 

GALAXY 


KING SIZE? 

FILTER 

14 

019 

13 

KOOL SUPER LONGS 

100 

100MM; FILTER; MENTHOL 

14 

0.9 

15 

L & M 100 


100MM; FILTER 

14 

1.0 

13 

LARK 


KING SIZE; 

FILTER 

14 

0.9 

13 

NEWPORT RED 


KING SIZE; 

FILTER 

14 

1.0 

15 

SARATOGA 120 ' 


120MM; FILTER; (HARD PACK) 

14 

0.9 

13 

SARATOGA 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

0.9 

13 

ST. MORITZ 100 


100MM; FILTER 

14 

1.1 

13 

ST. MORITZ 100 


100MM; FILTER; MENTHOL 

14 

1.1 

13 

VICEROY SUPER LONG 100 

100MM; FILTER 

14 

0.9 

16 

VIRGINIA SLIMS 100 

100MM; FILTER 

14 

0.9 

12 

VIRGINIA SLIMS 100 

100MM; FILTER; MENTHOL 

14 

0.9 

13 

BENSON & HEDGES 


KING SIZE; 

FILTER; (HARD PACK) 

15 

1.1 

11 

KENT 100 


100MM; FILTER; MENTHOL 

15 

1.2 

14 

LARK 100 


100MM; FILTER 

15 

1.0 

15 

MONTCLAIR 


KING SIZE; 

FILTER; MENTHOL 

15 

1.0 

15 

PALL MALL 100 


100MM; FILTER 

15 

1.1 

15 

RALEIGH 


KING SIZE; 

FILTER 

15 

0.9 

16 

RICHLAND 


KING SIZE; 

FILTER; MENTHOL 

15 

1.0 

13 

ALPINE 


KING SIZE; 

FILTER; MENTHOL 

16 

0.9 

14 

BENSON & HEDGES 

100 

100MM; FILTER; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 

100 

100MM? FILTER; MENTHOL; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 

100 

100MM; FILTER 

16 

1.0 

15 

BENSON & HEDGES 

100 - 

100MM; FILTER; MENTHOL 

16 

1.0 

15 

CAMEL 


KING SIZE 

FILTER; (HARD PACK) 

16 

1.1 

15 

CAMEL 


- KING SIZE 

FILTER 

16 

1.1 

14 

KOOL 

* 

KING SIZE 

FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

KOOL 


KING SIZE 

FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 


KING SIZE 

FILTER (HARD PACK) 

16 

1.0 

14 

MARLBORO 


KING SIZE 

FILTER 

16 

1.0 

15 

MARLBORO 


KING SIZE 

FILTER? MENTHOL 

16 

1.0 

14 

MARLBORO 100 


100MM; FILTER; (HARD PACK) 

16 

1.0 

14 

MARLBORO 100 


100MM; FILTER 

16 

1.0 

15 

MORE 120 


120MM; FILTER; MENTHOL 

16 

1.2 

19 

NEWPORT 


KING SIZE 

FIL?MENTHOL; (HARD PACK) 

16 

1.1 

15 

PICAYUNE 


REG SIZE; 

NON-FILTER 

16 

1.0 

12 

RALEIGH 100 


100MM; FILTER 

16 

1.0 

17 

RICHLAND 


KING SIZE 

; FILTER 

16 

1.1 

13 

SALEM 


KING SIZE 

; FILTER; MENTHOL 

16 

1.1 

18 


1 - *dliior*t» total porticulat* litter liw niootlj* an! water per dgerett* 

2 nicotine total alkaloid* repert «3 in mUXlgrra per d guitte. 

3 Ckrten Hcrodde xopcrtad In nilligiw* per cigarette- ; t /u 

* "ter* bSow O.S e g.i nicotine belo* 0.05 ng. or eeitai wanmUm 

below 0.5 Eg. per curette. , _ ,_. 

** See »t«t«nEnt in text concerning Koal ffitn hrirn*. .. 


PM3001060395 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


a. | 

•** 

{I nzntai-Ln$ Q*4 sa e{ T aji] 


■y 

=* l£ 

BRAND 

TYPE 

*— * 


fS X 

NAME 


f. 

I 

l§ 

SALEM 100 

100MM; FILTER; MENTHOL 

16 

1.2 

15 

VICEROY 

KING SIZE;,FILTER 

16 

0.9 

16 

WINSTON 

KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

14 

WINSTON 

KING SIZE; FILTER 

16 

1.1 

15 

WINSTON INTERNATIONAL 100 

100MM; FILTER; (HARD PACK) 

16 

1.1 

14 

MORE 120 

120MM; FILTER 

17 

1.2 

20 

NEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.2 

17 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

18 

PALL MALL 

KING SIZE; FILTER 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

100MM; FILTER (HARD PACK) 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

100MM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

16 

TALL 120 

120MM; FILTER; MENTHOL 

17 

1.3 

17 

WINSTON 100 

100MM; FILTER 

17 

1.2 

16 

HALF & HALF 

KING SIZE; FILTER 

18 

1.3 

17 

MAX 120 

120MM; FILTER 

18 

1.4 

17 

CHESTERFIELD 

REG SIZE; NON-FILTER 

19- 

1.2 

11 

MAX 120 

12QMM; FILTER; MENTHOL 

19 

1.4 

17 

NEWPORT 100 

100MM; FILTER; MENTHOL 

19 

1.5 

20 

SPRING 100 

100MM; FILTER; MENTHOL 

19 

1.1 

16 

KOOL 

REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

OLD"GOLD FILTER 100 

100MM; FILTER 

20 

1.5 

20 

TALL 120 

12QMM; FILTER 

20 

1.5 

19 

CAMEL 

REG SIZE; NON-FILTER 

21 

1.4 

13 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1.2 

12 

CHESTERFIELD 

KING SIZE; NON-FILTER 

22 

1.5 

13 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

23 

1.4 

16 

PALL MALL 

KING SIZE; NON-FILTER 

23 

1.3 

15 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

16 

PLAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

15 

RALEIGH 

KING SIZE; NON-FILTER 

25 

1.4 

16 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

17 

PHILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

26 

1,6 

14 

BULL DURHAM 

KING SIZE; FILTER 

28 

1.8 

23 

ENGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 


.1 *Tar" - total particulate latter lata niootine and eater per eigarert*. 

-2 Biootii* total alkaloid* le p c rtad in milligram per cigarette. 

3 Carton ttnxdde mjcrta d in mUllgraia par cigarette. j 

.* Indicate* ‘tar* below 0.5 ag. j nicotine below 0.02 ag. or carter monad de I 

below 0.5 mg. par cigarette. J 

** Sae etatanant in ta*t ocooaming tool Ultra brand*. _1 

\ 

PM3001060396 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


*4 


BRAND 

(IniAtaiing 0*jdcA ULuiUkz] 

TYPE 


£ 

£ K 

NAME 




S 

3| 

CAMBRIDGE 


KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

CARLTON ‘ 


KING SIZE; FILTER; (HARD PACK) 

•k 

* 

* 

CARLTON 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

* 

* 

* 

NOW 


KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

BENSON & HEDGES 


REG SIZE; -FILTER; (HARD PACK) 

1 

0.1 

2 

CAMBRIDGE 


KING SIZE; FILTER 

1 

0.1 

1 

CARLTON 


KING SIZE; FILTER 

1 

0.1 

2 

CARLTON 


KING SIZE; FILTER; MENTHOL 

1 

0,1 

1 

CARLTON 100 


1G0MM; FILTER; (HARD PACK) 

1 

0.1 

* 

KOOL ULTRA** 


KING SIZE; FILTER; MENTHOL 

2 

0.1 

1 

NOW 


KING SIZE; FILTER 

1 

0.1 

2 

NOW 


KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

NOW 100 


100MM; FILTER; (HARD PACK) 

* 

0.1 

* 

NOW 100 


100MM; FILTER; MENTHOL . 

2 

0.2 

1 

ICEBERG 100 


1Q0MM; FILTER; MENTHOL'- 

4 

0.3 

4 

KENT III 


KING SIZE; FILTER 

3 

0.3 

2 

NOW 100 


100MM; FILTER 

3 

0.3 

2 

TRIUMPH 


KING SIZE; FILTER 

3 

0.3 

3 

TRIUMPH 


KING SIZE; FILTER; MENTHOL 

3 

0.3 

2 

BENSON £. HEDGES ULTRA 

LIGHT 

100MM; FILTER; (HARD PACK) 

5 

0.4 

5 

BENSON & HEDGES ULTRA 

LIGHT 

100MM; FILTER; MENTHOL; (HARD PACK) 

5 

0.4 

5 

CAMBRIDGE 100 


100MM; FILTER 

5 

0.4 

5 

CARLTON 100 


100MM; FILTER 

5 

0.4 

6 

CARLTON 100 


100MM; FILTER; MENTHOL 

5 

0.4 

6 

DORAL II 


KING SIZE; -FILTER 

4 

0.4 

3 

DORAL II 


KING SIZE; FILTER; MENTHOL 

4 

0.4 

3 

KENT III 100 


100MM; FILTER 

4 

0.4 

5 

KOOL ULTRA 100** 


100MM; FILTER; MENTHOL 

4 

0.4 

3 

MERIT ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

5 

MERIT ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

5 

MERIT ULTRA LIGHTS 100 


100MM; FILTER 

5 

0.4 

6 

MERIT ULTRA LIGHTS 100 


100MM; FILTER; MENTHOL 

4 

0.4 

4 

SALEM ULTRA 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

6 

SALEM ULTRA 100 


100MM; FILTER; MENTHOL 

5 

0.4 

6 

TAREYTON LIGHTS 


KING SIZE; FILTER 

4 

0.4 

4 

TRIUMPH 100 


100MM; FILTER 

4 

0.4 

5 

TRIUMPH 100 


100MM; FILTER; MENTHOL 

4 

0.4 

4 

TRUE 


KING SIZE; FILTER 

5 

0,4 

4 

TRUE 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

5 

VANTAGE ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

.6 

VANTAGE ULTRA LIGHTS 100 

100MM; FILTER; MENTHOL 

5 

0.4 

7 

WINSTON ULTRA LIGHTS 

* 

KING SIZE; FILTER 

5 

0.4 

6 


1 *3W* * i&illigrarM: total particulate aettar less nicotine and enter per cigarette. 

2 Nicotine total alkaloids reported in milligruta. par cigarette. 

'3 Cartoon Htnadde r e po r t ed in eUligr ta per cigarette. 

* Ind ica tes ■tar* below 0.5 eg.r niootina below 0.05 ng. ca cacrtan amdde 
below 0.5 ng. per cigarette. 

etatenarrt in teoct aonoarnlag Wool CZltra trends. _ _ . . _ _ . 


PM3001060397 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF 

BRAND 

NAME 

DOMESTIC CIGARETTES TESTED BY FTC METHOD 
{Jnc'itfw-Lvs 0\di a e{ VicotiJi t) 

TYPE 

3 

*- 

•a' 

1 

5 

t-U 

* ^ 

O 2 

BRIGHT . 


KING SIZE; FILTER; MENTHOL 

6 

0.5 

7 

BRIGHT 100 


100MM, 

FILTER; MENTHOL 

6 

0.5 

7 

MERIT 


KING SIZE; FILTER 

8 

0.5 

9 

MERIT 


KING SIZE; FILTER; MENTHOL 

8 

0.5 

10 

VANTAGE ULTRA LIGHTS 

100 

100MM 

FILTER , 

5 

0.5 

6 

WINSTON ULTRA LIGHTS 

100 

100MM 

FILTER 

5 

0.5 

7 

BELAIR 100 


1Q0MM 

FILTER; MENTHOL 

8 

0.6 

7 

CARLTON 120 


120MM 

FILTER 

7 

0.6 

5 

CARLTON 120 


120MM 

FILTER; MENTHOL 

7 

0.6 

5 

MORE LIGHTS 100 


100MM 

FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 


100MM 

FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

PALL MALL EXTRA LIGHT 


KING SIZE; FILTER 

7 

0.6 

7 

PARLIAMENT LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER 

9 

0.6 

9 

TAREYTON LONG LIGHTS 

100 

100MM; 

FILTER 

7 

0.6 

7 

TRUE 100 


100MM, 

FILTER 

8 0.6 

8 

TRUE 100 


100MM, 

FILTER; MENTHOL 

7 

0.6 

8 

VIRGINIA SLIMS LIGHTS 

100 

100MM, 

FILTER; (HARD PACK) 

8 

0.6 

7 

VIRGINIA SLIMS LIGHTS 

100 

100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

BELAIR 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

9 

BENSON & HEDGES LIGHTS 100 

100MM 

FILTER 

10 

0.7 

11 

BENSON & HEDGES LIGHTS 100 

100MM 

FILTER; MENTHOL 

10 

0.7 

10 

CAMEL LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.7 

6 

CAMEL LIGHTS 


KING SIZE; FILTER 

8 

0.7 

10 

CENTURY LIGHTS 


KING SIZE; FILTER 

9 

0.7 

11 

KENT GOLDEN LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

6 

KOOL LIGHTS 

* 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

9 

KOOL MILDS 


KING SIZE; FILTER; MENTHOL 

i o 

0.7 

11 

KOOL LIGHTS 100 


100MM 

FILTER; MENTHOL 

9 

0.7 

9 

L & M LIGHTS 


KING SIZE; FILTER 

8 

0.7 

7 

MARLBORO LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 


KING SIZE; FILTER 

10 

0.7 

11 

MARLBORO LIGHTS 100 


100MM 

FILTER 

10 

0.7 

11 

MERIT 100 


100MM 

; FILTER 

10 

0.7 

12 

MERIT 100 


1O0MM 

; FILTER; MENTHOL 

9 

0.7 

11 

NEWPORT LIGHTS 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

NEWPORT LIGHTS 

* 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

8 

PALL MALL LIGHT 100 


100MM 

; FILTER 

9 

0.7 

9 

RALEIGH LIGHTS 100 


100MM 

; FILTER 

9 

0.7 

9 

SALEM LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

11 

SALEM SLIM LIGHTS 100 

100MM 

; FILTER; MENTHOL; (HARD PACK) 

8 

0.7 

*9 

SALEM LIGHTS 100 


1Q0MM 

; FILTER; MENTHOL 

9 

0.7 

11 

VANTAGE 


t KING SIZE; FILTER 

10 

0.7 

12 


/ 

1 "rfer**- MiiU jrmi total particulate matter l«ti nicotine tn5 water par cd^rette. 

2 nicotine total repor te d in arillitfcac* par dgaratt*. j 

2 Carbon tercxide r e p or te d in mUU graae par Cigarette. I 

* Indicatae -tar* below 0.5 mg.t nicotine below 0.05 ag. or carter mancedde 


below 0.5 eg. per cigarette. 

** See etatenant In text concerning tool Ultra brands. 


L 


r- 

W 


PM3001060398 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
IJncAiai-ing Q\dv i o{ Hicoiint) 


94 

£ 

Sr Ci 

BRAND 

TYPE 


k— - 

is 

NAME 

' 

S* 

£ 

s 

3K 


VANTAGE 

KING SIZE; FILTER; MENTHOL 

s 

0.7 

12 

VANTAGE «100 

100MM; FILTER 

9 

0.7 

11 

VANTAGE 100 

100MM; FILTER; MENTHOL 

9 

0.7 

11 

VICEROY RICH LIGHTS 

KING SIZE; FILTER 

10 

0.7 

10 

WINSTON LIGHTS 

KING SIZE; FILTER 

8 

0.7 

9 

CAMEL LIGHTS 100 

100MM; FILTER 

11 

0.8 

14 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER 

9 

0.8 

9 

KENT GOLDEN LIGHTS 100 ' 

100MM; FILTER 

9 

0.8 

10 

KENT GOLDEN LIGHTS 100 

100MM; FILTER; MENTHOL 

9 

0.8 

9 

KOOL MILDS 100 

100MM; FILTER; MENTHOL 

11 

0.8 

12 

L £. M LIGHTS 100 

100MM; FILTER 

8 

0.8 

6 

LUCKY STRIKE 

KING SIZE; FILTER; (HARD PACK) 

11 

O.B 

10 

LUCKY STRIKE 

KING SIZE; FILTER 

10 

0.8 

10 

MULTIFILTER 

KING SIZE; FILTER 

12 

0.8 

10 

MULTIFILTER 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

10 

NEWPORT LIGHTS 100 

100MM; FILTER; MENTHOL 

10 

0.8 

10 

OLD GOLD LIGHTS 

KING SIZE; FILTER 

* 9 

0.8 

10 

PARLIAMENT LIGHTS 100 

100MM; FILTER 

12* 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; (HARD PACK) 

12 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

11 

RALEIGH LIGHTS 

KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 

100MM; FILTER; MENTHOL 

9 

0.8 

10 

VICEROY RICH LIGHTS 100 

100MM; FILTER 

11 

0.8 

11 

WINSTON LIGHTS 100 

100MM; FILTER 

11 

0.8 

13 

ALPINE 

KING SIZE; .FILTER; MENTHOL 

16 

0.9 

14 

CENTURY 

KING SIZE; FILTER 

14 

0.9 

16 

DORADO 

KING SIZE; FILTER 

13 

0.9 

12 

EVE LIGHTS 100 

100MM; FILTER 

12 

0.9 

9 

EVE LIGHTS 100 

100MM; FILTER; MENTHOL 

12 

0.9 

9 

GALAXY 

KING SIZE; FILTER 

14 

0.9 

13 

KENT 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

11 

KENT 

KING SIZE; FILTER 

12 

0.9 

10 

KOOL SUPER LONGS 100 

100MM; FILTER; MENTHOL 

14 

0.9 

15 

L & M 

KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L & M 

KING SIZE; FILTER 

13 

0.9 

13 

LARK 

KING SIZE; FILTER 

14 

0.9 

13 

LARK LIGHTS 

KING SIZE; FILTER 

13 

0.9 

12 

LUCKY STRIKE 100 

100MM; FILTER 

11 

0.9 

10 

NEWPORT RED 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

PLAYERS 100 

100MM; FILTER; (HARD PACK) 

13 

0.9 

12 

PLAYERS 100 

100MM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

RALEIGH 

KING SIZE; FILTER 

15 

0.9 

16 

SARATOGA 120 

* 

t 

120MM; FILTER; (HARD PACK) 

14 

0.9 

13 


1 - «dlligrwas total grtlculatt Botox lau niootii B and Wttor par d^arott*. 

2 Kiootine total alkaloid* r»pcrtBS la b < H i gr am pf c lgaratt*. 

3 l^r h-ri Knxcile t fC T t li In W i l l lgT — p«T Cl^MiwLl*. 

• InUcataa “tar* bale* 0.5 B 3.1 uiootir* fealcM 0.05 Bg. cr cartcn wma 

faelaa 0.5 bj. par ci^iwtt*. _ 

** fiae ftttunt in fewct OJ to Tu l n g-tool QZtxa fcrwli. *. 


PM3001060399 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC .CIGARETTES TESTED BY FTC METHOD 





(InCAtOiln# CnAm c{ kicLtint). 


£ 

UJ*. 

at C* 

BRAND 


TYPE 

S- 

C 

O Ha 

g K 

NAME 



« - 
£ 

§ 

£ 

J5| 

SARATOGA* 120 . 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

0.9 

13 

SATIN 100 


100MM; FILTER 

10 

0.9 

11 

SILVA THINS 100 


100MM; FILTER 

11 

0.9 

9 

SILVA THINS 100 


100MM; FILTER; MENTHOL 

11 

0.9 

B 

TAREYTON 


KING SIZE; FILTER 

13 

0.9 

14 

TAREYTON 100 


10QMM; FILTER 

13 

0.9 

15 

VICEROY 

y 

KING SIZE; FILTER 

16 

0.9 

16 

VICEROY SUPER LONG 100 

100MM; FILTER 

14 

0.9 

16 

VIRGINIA SLIMS 

100 

100MM; FILTER 

14 

0.9 

12 

VIRGINIA SLIMS 

100 

10GMM; FILTER; MENTHOL 

14 

0.9 

13 

BENSON & HEDGES 

100 

100MM;. FILTER; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 

100 

100MM; FILTER; MENTHOL; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 

100 

100MM; FILTER 

16 

1.0 

15 

BENSON L HEDGES 

100 

100MM; FILTER; MENTHOL .. 

16 

1.0 

15 

KENT 100 


100MM; FILTER 

13 

1.0 

11 

KOOL 


KING SIZE; FILTER; MENTHOL 

16' 

1.0 

14 

L & M 100 


100MM; FILTER 

14 

1.0 

13 

LARK 100 


100MM; FILTER 

15 

1.0 

15 

LARK LIGHTS 100 


100MM; FILTER 

13 

1.0 

13 

MARLBORO 


KING SIZE; FILTER (HARD PACK) 

16 

1.0 

14 

MARLBORO 


KING SIZE; FILTER 

16 

1.0 

15 

MARLBORO 


KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 100 


10QMM; FILTER; (HARD PACK) 

16 

1.0 

14 

MARLBORO 100 


100MM; FILTER 

16 

1.0 

15 

MONTCLAIR 


KING SIZE; FILTER; MENTHOL 

15 

1.0 

15 

NEWPORT RED 

i 

KING SIZE; FILTER 

14 

1.0 

15 

PALL MALL LIGHT 

100 

100MM; FILTER; MENTHOL' 

12 

1.0 

11 

PICAYUNE 


REG SIZE; NON-FILTER 

16 

1.0 

12 

RALEIGH 100 


100MM; FILTER 

16 

1.0 

17 

RICHLAND 


KING SIZE; FILTER; MENTHOL 

15 

1.0 

13 

BENSON t HEDGES 


KING SIZE; FILTER; (HARD PACK) 

15 

1.1 

11 

CAMEL 

J 

KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

15 

CAMEL 


KING SIZE; FILTER 

16 

1.1 

14 

EVE LIGHTS 120 


120MM? FILTER; (HARD PACK) 

14 

1.1 

11 

EVE LIGHTS 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

1.1 

11 

KOOL 


KING SIZE;FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

NEWPORT 

* 

KING SIZE;FIL;MENTHOL; (HARD PACK) 

16 

1.1 

15 

PALL MALL 


KING SIZE; FILTER 

17 

1.1 

16 

PALL MALL 100 


100MM; FILTER 

15 

1.1 

15 

PHILIP MORRIS INTERNATIONAL 

10QMM; FILTER (HARD PACK) 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

100MM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

16 

RICHLAND 


KING SIZE; FILTER 

16 

1.1 

13 

SALEM 

K 

KING SIZE; FILTER; MENTHOL 

16 

1.1 

18 


1 "Tor* - miliigrMn* total particulate matter l<ws niootins and watar par dgcmtta. 

2 Nicotine total alWalni/^a ta p O rta d in jaiHi<jnin» par cigarette. 

3 Carbon temcsdde r*parbe3 in KHliffmn* par dganstt*. 

* Indiaata* ■tar” baltx 0.5 ag.i niaPtina balaw 0.05 Mg. or flatten Mli a dJ t 
below 0.5 ag. par cigarette. 

** Cm statanant In taoct otnoaming JCuol Ultra tsrtnda. 


PM3001060400 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 




PAGE 


5 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 



*1 

|TncAtaaZnfl Cruivi o{ tiicatiilt] 




BRAND 

TYPE 

*>• 


85 

NAME 


C* 

S' 

ff? 

SPRING 100 

100MM; FILTER; MENTHOL 

19 

1.1 

16 

ST. MORITZ 100 

1Q0MM; FILTER 

14 

1.1 

13 

ST. MORITZ 100 

100MM; FILTER; MENTHOL 

14 

1.1 

13 

WINSTON 

KING SIZE;. FILTER; (HARD PACK) 

16 

1.1 

14 

WINSTON 

KING SIZE; FILTER 

16 

1.1 

15 

WINSTON INTERNATIONAL 100 

100MM; FILTER; (HARD PACK) 

16 

1.1 

14 

CHESTERFIELD 

REG SIZE; NON-FILTER 

19 

1.2 

11 

KENT 100 

' 100MM; FILTER; MENTHOL 

15 

1.2 

14 

KOOL 

REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

MORE 120 

120MM;'FILTER 

17 

1.2 

20 

MORE 120 

120MM; FILTER; MENTHOL 

16 

1.2 

19 

NEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.2 

17 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1.2 

12 

-SALEM 100 

100MM; FILTER; MENTHOL v ' 

16 

1.2 

15 

WINSTON 100 

100MM; FILTER 

17 

1.2 

16 

HALF & HALF 

KING SIZE; FILTER 

18 

1.3 

17 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

18 

PALL MALL 

KING SIZE; NON-FILTER 

23 

1.3 

15 

TALL 120 

120MM; FILTER; MENTHOL 

17 

1.3 

17 

CAMEL 

REG SIZE; NON-FILTER 

21 

1.4 

13 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

23 

1.4 

16 

MAX 120 

120MM; FILTER 

18 

1.4 

17 

MAX 120 

120MM; FILTER; MENTHOL 

19 

1.4 

17 

RALEIGH 

KING SIZE; NON-FILTER 

25 

1.4 

16 

CHESTERFIELD 

KING SIZE; NON-FILTER 

22 

1.5 

13 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

16 

NEWPORT 100 

100MM; FILTER; MENTHOL 

19 

1.5 

20 

OLD GOLD FILTER 100 ' 

100MM; FILTER 

20 

1.5 

20 

TALL 120 

120MM; FILTER 

20 

1.5 

19 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

17 

PHILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

26 

1.6 

14 

BULL DURHAM 

KING SIZE; FILTER 

28 

1.8 

23 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

PLAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

15 

ENGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 


PM3001060401 

Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 


/ 

,1 "Tv* - mUUgrans total particulate letter Img nicotine and vetar par cigarette.. 
■ 2 nicotine total alkaloids ra po r taJ in JBiUifnne per cigwatta. I 

'3 Carton Monoxide reported in «n 111 grams par cigarette. ! 

• Indicates *tar’ below 0.5 mg. i niootine below 0.05 mg. or oerten w anendd a 

below 0.5 ag. per cigarette. : 

** See statement in text ounc a rn i n g tool nitre brand*. 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
{TncAtti-tag Cndtn oi CaAbor. Uontsxidt] 

TYPE 



CAMBRIDGE 


KING SIZE; FILTER; (HARD PACK) 

* 

* 

CARLTON 


KING SIZE: FILTER; (HARD PACK) 

* 

* 

CARLTON 100 


100MM; 

FILTER; (HARD PACK) 

1 

0.1 

CARLTON 100 


100MM; 

FILTER; MENTHOL; (HARD PACK) 

* 

* 

NOW 


KING SIZE; FILTER; (HARD PACK) 

* 

* 

NOW 100 


100MM; 

FILTER; (HARD PACK) 

* 

. 0.1 

CAMBRIDGE 


KING SIZE; FILTER 

1 

0.1 

CARLTON 


'KING SIZE; FILTER; MENTHOL 

1 

0.1 

KOOL ULTRA** 


KING SIZE; FILTER; MENTHOL 

2 

0.1 

NOW 


KING SIZE; FILTER; MENTHOL 

1 

0.1 

NOW 100 


100MM; 

FILTER; MENTHOL 

2 

0.2 

BENSON Sc HEDGES 


REG SIZE; FILTER; (HARD PACK) 

1 

0.1 

CARLTON 


KING SIZE; FILTER 

1 

0.1 

KENT III 


KING SIZE; FILTER 

3 

0.3 

NOW 


KING SIZE; FILTER ' 

1 

0.1 

NOW 100 


100MM; 

FILTER 

1 

0.3 

TRIUMPH 


KING SIZE; FILTER; MENTHOL 

3 

0.3 

DORAL II 


KING SIZE; FILTER 

4 

0.4 

DORAL II 


KING SIZE; FILTER; MENTHOL 

4 

0.4 

KOOL ULTRA 100** 


100MM, 

FILTER; MENTHOL 

4 

0.4 

TRIUMPH 


KING SIZE; FILTER 

3 

0.3 

ICEBERG 100 


100MM, 

FILTER; MENTHOL 

4 

0.3 

MERIT ULTRA LIGHTS 

100 

100MM; 

FILTER; MENTHOL 

4 

0.4 

TAREYTON LIGHTS 


KING SIZE; FILTER 

4 

0.4 

TRIUMPH 100 


100MM, 

FILTER; MENTHOL 

4 

0.4 

TRUE 


KING SIZE; FILTER 

5 

0.4 

BENSON & HEDGES ULTRA LIGHT 

100MM 

FILTER; (HARD PACK) 

5 

0.4 

BENSON & HEDGES ULTRA LIGHT 

100MM 

FILTER; MENTHOL; (HARD PACK) 

5 

0.4 

CAMBRIDGE 100 


100MM 

FILTER 

5 

0.4 

CARLTON 120 


120MM 

FILTER 

7 

0.6 

CARLTON 120 


120MM 

FILTER; MENTHOL 

7 

0.6 

KENT III 100 


100MM 

FILTER 

4 

0.4 

MERIT ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0,4 

MERIT ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

TRIUMPH 100 


100MM, 

FILTER 

4 

0.4 

TRUE 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

CARLTON 100 


100MM 

FILTER 

5 

0.4 

CARLTON 100 


100MM; FILTER; MENTHOL 

5 

0.4 

L Sc M LIGHTS 100 


100MM; FILTER 

8 

0.8 

MERIT ULTRA LIGHTS 

100 

100MM 

FILTER 

5 

0.4 

SALEM ULTRA 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

SALEM ULTRA 100 


100MM 

FILTER; MENTHOL 

5 

0.4 

VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER 

5 

0.4 


* 

* 

* 

* 

* 

* 

1 

1 

1 

1 

1 

2 

2 

2 

2 

2 

2 

3 

3 

3 

3 

4 
4 
4 
4 

4 

5 
5 
5 
5 
5 
5 
5 
5 
5 

5 

6 
6 
6 
6 
6 
6 
6 


1 - idlligiwTB total particulate utter 1*** nicotine and *»t«r per cig a r ette. 

2 Kiootine total «'iv«'i<nrtB reported in eUligracw per ci»tr*-tte. 

3 carton Mcnaxide reported in asilligrsr* per cigarette. 

• Indicate* ‘tar* below 0.5 19 .; nicotine below 0.05 ng. or certacn uxadO* 
below 0.5 mq. par cigarette. 

i" Bee rtatanwt in text ccnoarrting tool Ultra tmd*. .j 


PM3001060402 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF 

DOMESTIC CIGARETTES TESTED BY FTC METHOD 


•it 

|T) 


(IncA toting C\ties, o£ Canben HonouAt} 



Q 

>0 X 

BRAND 


■ TYPE 


Pat 

h- 

NAME 




8 

53 





£ 


VANTAGE ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 

100 

100MM; FILTER 

5 

0.5 

6 

WINSTON ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

6 

BELAIR 100 


100MM; FILTER; MENTHOL 

8 

0.6 

7 

BRIGHT 


KING SIZE;' FILTER; MENTHOL 

6 

0.5 

7 

BRIGHT 100 


10 0MM; FILTER; MENTHOL 

6 

0.5 

7 

L & M LIGHTS 


KING SIZE; FILTER 

8 

0.7 

7 

PALL MALL EXTRA LIGHT 


' KING SIZE; FILTER 

7 

0.6 

7 

TAREYTON LONG LIGHTS 

100 

100MM? FILTER 

7 

0.6 

7 

VANTAGE ULTRA LIGHTS 

100 

100MM; FILTER; MENTHOL 

5 

0.4 

7 

VIRGINIA SLIMS LIGHTS 

100 

100MM; FILTER; (HARD PACK) 

8 

0.6 

7 

WINSTON ULTRA LIGHTS 

100 

100MM; FILTER 

5 

0.5 

7 

CAMEL LIGHTS 


KING SI2E; FILTER; (HARD PACK) 

9 

0.7 

8 

KENT GOLDEN LIGHTS 


KING SIZE;' FILTER; MENTHOL- 

8 

0.7 

6 

MORE LIGHTS 100 


100MM; FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

NEWPORT LIGHTS 


KING SIZE; FILTER; MENTHOL 

0 

0.7 

8 

SILVA THINS 100 


100MM; FILTER; MENTHOL 

11 

0.9 

8 

TRUE 100 


1Q0MM; FILTER 

8 

0.6 

8 

TRUE 100 


100MM; FILTER; MENTHOL 

7 

0.6 

8 

VIRGINIA SLIMS LIGHTS 

100 

1Q0MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

BELAIR 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

9 

EVE LIGHTS 100 


100MM; FILTER 

12 

0.9 

9 

EVE LIGHTS 100 


100MM; FILTER; MENTHOL 

12 

0.9 

9 

KENT GOLDEN LIGHTS 


KING SIZE; FILTER ' 

9 

0.8 

9 

KENT GOLDEN LIGHTS 100 

100MM; FILTER; MENTHOL 

9 

0.8 

9 

KOOL LIGHTS 

i 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

9 

KOOL LIGHTS 100 


100MM; FILTER; MENTHOL 

9 

0.7 

9 

MERIT 


KING SIZE; FILTER 

8 

0.5 

9 

NEWPORT LIGHTS 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

PALL MALL LIGHT 100 


100MM; FILTER 

9 

0.7 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER 

9 

0.6 

9 

RALEIGH LIGHTS 100 


1Q0MM; FILTER 

• 9 

0.7 

9 

SALEM SLIM LIGHTS 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.7 

9 

SILVA THINS 100 


100MM; FILTER 

11 

0.9 

9 

WINSTON LIGHTS 


KING SIZE; FILTER 

8 

0.7 

9 

BENSON & HEDGES LIGHTS 100 

100MM; FILTER; MENTHOL 

10 

0.7 

10 

CAMEL LIGHTS 


KING SIZE; FILTER 

8 

0.7 

10 

KENT 


KING SIZE; FILTER 

12 

0.9 

10 

KENT GOLDEN LIGHTS 100 

100MM; FILTER 

9 

0.8 

10 

LUCKY STRIKE 


KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

10 

LUCKY STRIKE 

\ 

KING SIZE; FILTER 

10 

0.8 

10 


1 - tdlUgrams total particulate Batter leu* nicotine tod water per cigarette. 

2 Nicotine total alkaloid* rafxrtad in milligram* par cabaret**. 

3 rertnr. jtnO’CcV! reported in adlliSTnana par cigarette. 

• Inlice te* *tar" belcw 0.5 eg.; nicotine below 0.05 eg. car o artx x. a c tc aci de 
below 0.5 eg. per cigarette. 

t-$me rtu tenant in text c c noa Kn ing fool Ultra brand*. ._..j 


PM3001060403 

Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD- 
. llaCAeAUJig 0/uUa d£ CiAbon Uoioxidt) , 


•n i 


BRAND 

TYPE 


►■* 

& 

•5 a< 

NAME 



it 


• 

. 

5 


LUCKY STRIKE 100 

100MM; FILTER 

.11 

0.9 

10 

MERIT 

KING SIZE; FILTER? MENTHOL 

8 

0.5 

10 

MULTIFILTER 

KING SIZE; FILTER 

12 

0.8 

10 

MULTI FILTER 

KING SIZE; FILTER? MENTHOL 

12 

0.8 

10 

NEWPORT LIGHTS 100 

100MM; FILTER; MENTHOL 

10 

0.8 

10 

OLD GOLD LIGHTS 

KING SIZE; FILTER 

9 

0.8 

10 

RALEIGH LIGHTS 

KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 

100MM; FILTER; MENTHOL 

9 

0.8 

10 

VICEROY RICH LIGHTS 

KING SIZE; FILTER 

10 

0.7 

10 

BENSON & HEDGES 

KING SIZE; FILTER; (HARD PACK) 

15 

1.1 

11 

BENSON & HEDGES LIGHTS 

100 100MM; FILTER 

10 

0.7 

11 

CENTURY LIGHTS 

KING SIZE; FILTER 

9 

0.7 

11 

CHESTERFIELD 

REG SIZE; NON-FILTER 

19 

1.2 

11 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

EVE LIGHTS 120 

120MM; FILTER; -(HARD PACK) 

14 

1.1 

11 

EVE LIGHTS 120 

120MM; FILTER; MENTHOL; (HARD PACK) 

I4r 

1.1 

11 

KENT 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

11 

KENT 100 

100MM; FILTER 

13 

1.0 

11 

KOOL MILDS 

KING SIZE; FILTER; MENTHOL 

10 

0.7 

11 

MARLBORO LIGHTS 

KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 

KING SIZE; FILTER 

10 

0.7 

11 

MARLBORO LIGHTS 100 

100MM; FILTER * 

10 

0.7 

11 

MERIT 100 

10QMM; FILTER; MENTHOL 

9 

0.7 

11 

PALL MALL LIGHT 100 

100MM; FILTER; MENTHOL 

12 

1.0 

11 

PARLIAMENT LIGHTS 100 

100MM; FILTER 

12 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; (HARD PACK) 

12 

0.8 

11 

PLAYERS 

KING SIZE* FILTER; MENTHOL 

12 

0.8 

11 

PLAYERS 100 

100MM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

SALEM LIGHTS 

KING SIZE; FILTER; MENTHOL 

9 

0.7 

11 

SALEM LIGHTS 100 

100MM; FILTER; MENTHOL 

9 

0.7 

11 

SATIN 100 

100MM; FILTER 

10 

0.9 

11 

VANTAGE 100 

100MM; FILTER 

9 

0.7 

11 

VANTAGE 100 

100MM; FILTER; MENTHOL 

9 

0.7 

11 

VICEROY RICH LIGHTS 100 

100MM; FILTER 

11 

0.8 

11 

DORADO 

KING SIZE; FILTER 

13 

0.9 

12 

KOOL MILDS 100 

10QMM; FILTER; MENTHOL 

11 

0.8 

12 

LARK LIGHTS 

KING SIZE; FILTER 

13 

0.9 

12 

MERIT 100 

100MM; FILTER 

10 

0.7 

12 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1.2 

12 

PICAYUNE 

REG SIZE; NON-FILTER 

16 

1.0 

12 

PLAYERS 100 

100MM; FILTER; (HARD PACK) 

13 

0.9 

12 

VANTAGE 

KING SIZE; FILTER 

10 

0.7 

12 

VANTAGE 

KING SIZE; FILTER; MENTHOL 

9 

0.7 

12 


f 

1 "Tar* - xd-Uigrvne total particulate kb truer leas nicotine and Miter per cig ar et te .* 

2 Nicotine total al fraloirt a t e pegta d in arLlligrvs per cigarette. { 

3 Carter. ttxoxide xapartad in KU.lligreas per cigarette. { 

;• India*tea "tar" belt** 0.5 xg.) niootin* below O.CS eg. or c arto n madIda ■ 

below 0.5 eg. per cigarette. j 

** Pee atateoent in text emomming tool Ultra Uaih . j 


PM3001060404 

Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

llKZKtBL-Lng CKdeA d£ Carbon HoncxjMi) ' 

TYPE ’ 


VIRGINIA SLIMS 100 
CAMEL 

CHESTERFIELD 
GALAXY 
L & M 
L Sc M 
L & M 100 
LARK 

LARK LIGHTS 100 
NEWPORT RED 
RICHLAND 
RICHLAND 
SARATOGA 120 
SARATOGA 120 
ST. MORITZ 100 
ST. MORITZ 100 
VIRGINIA SLIMS 100 
WINSTON LIGHTS 100 
ALPINE 
CAMEL- 

CAMEL LIGHTS 100 

ENGLISH OVALS 

KENT 100 

KOOL 

KOOL 

MARLBORO 

MARLBORO 

MARLBORO 100 

PHILIP MORRIS COMMANDER 

TAREYTON 

WINSTON 

WINSTON INTERNATIONAL 100 
BENSON & HEDGES 100 
HEDGES 100 
HEDGES 100 
HEDGES 100 


& 

Sc 

& 


BENSON 
BENSON 
BENSON 
CAMEL 
KOOL 

KOOL SUPER LONGS 
LARK 100 
MARLBORO 
MARLBORO 100 
MONTCLAIR 


100 


(HARD PACK) 


(HARD PACK) 

MENTHOL 
(HARD PACK) 

MENTHOL; (HARD PACK) 

MENTHOL , 

MENTHOL 


1Q0MM; FILTER 
REG SIZE; NON-FILTER 
KING SIZE; NON-FILTER 
KING SIZE;- FILTER 
KING SIZE; FILTER; 

KING SIZE; FILTER 
100MM; FILTER 
‘KING SIZE; FILTER 
100MM; FILTER 
KING SIZE; FILTER; 

KING SIZE; FILTER 
KING SIZE; FILTER; 

120MM; FILTER; 

120MM; FILTER; 

100MM; FILTER 
100MM; FILTER; 

100MM; FILTER; 

10QMM; FILTER 

KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER 
100MM; FILTER 

KING SIZE; NON-FILTER; (HARD PACK) 
100MM; FILTER; MENTHOL 
REG SIZE; NON-FILTER; MENTHOL 
KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER (HARD PACK) 

KING SIZE; FILTER; MENTHOL 
10QMM; FILTER; (HARD PACK) 

KING SIZE; NON-FILTER 

KING SIZE; FILTER 

KING SIZE; FILTER; (HARD PACK) 

100MM; FILTER; (HARD PACK) 

(HARD PACK) 

MENTHOL; (HARD PACK) 


100MM; 

100MM; 

100MM; 

100MM; 


FILTER; 

FILTER; 

FILTER 

FILTER; 


MENTHOL 

KING SIZE; FILTER; (HARD PACK) 
KING SIZE;FIL;MENTHOL;(HARD PACK) 
100MM; FILTER; MENTHOL 
100MM; FILTER 
KING SIZE; FILTER 
100MM; FILTER 

KING SIZE; FILTER; MENTHOL 



£ 

if 


S 


14 

0.9 

12 

21 

1.4 

13 

22 

1.5 

13 

14 

0.9 

13 

13 

0.9 

13 

13 

0.9 

13 

14 

1.0 

13 

14 

0.9 

13 

13 

1.0 

13 

12 

0.9 

13 

16 

1.1 

13 

15 

1.0 

’13 

14 

0.9 

13 

14 

0.9 

13 

14 

1.1 

13 

14 

1.1 

13 

14 

0.9 

13 

11 

0.8 

13 

16 

0.9 

14 

16 

1.1 

14 

11 

0.8 

14 

28 

2.1 

14 

15 

1.2 

14 

20 

1.2 

14 

16 

1.0 

14 

16 

1.0 

14 

16 

1.0 

14 

16 

1.0 

14 

26 

1.6 

14 

13 

0.9 

14 

16 

1.1 

14 

16 

1.1 

14 

16 

1.0 

15 

16 

1.0 

15 

16 

1.0 

15 

16 

1.0 

15 

16 

1.1 

15 

16 

1.1 

15 

14 

0.9 

15 

15 

1.0 

15 

16 

1.0 

15 

16 

1.0 

15 

15 

1.0 

15 


/ 

. . .. . - * 

1 T ar " - Kllligrans total particulate natter 1 ms nicotine and water per cigarette. - 

2 nicotine total aifcainids repcrtad in xdiligrsras per cigarette. t 

3 Carton Monoxide rapartad in ailli gratia per cigarette. I 

e I ndicates ’tar" below 0.S eg.i nicotine below 0.Q5 at?, ear carton ■trodde j 

below 0.5 »g. per cigarette. | 

** 6m rtatacant in text CGOoaming tool Ultra brands. _ j 



PM3001060405 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 



{InCWiJjtS OJidtA o{ CaAbon UcnoUdc) 


S 


BRAND 


TYPE 


P 

85 

NAME 



St. 

o 

u 





. 5’ 

SE. 


NEWPORT * 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

16 

1.1 

15 

NEWPORT RED 


KING SIZE; FILTER 

14 

1.0 

15 

PALL MALL 


KING SIZE; NON-FILTER 

23 

1.3 

15 

PALL MALL 100 


100MM; FILTER 

15 

1.1 

15 

PLAYERS 


REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

15 

SALEM 100 


100MM; FILTER; MENTHOL 

16 

1.2 

15 

TAREYTON 100 


100MM; FILTER 

13 

0.9 

15 

WINSTON 


KING SIZE; FILTER 

16 

1.1 

15 

CENTURY 


KING SIZE; FILTER 

14 

0.9 

16 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

16 

LUCKY STRIKE 


REG SIZE; NON-FILTER 

23 

1.4 

16 

PALL MALL 


KING SIZE; FILTER 

17 

1.1 

16 

PHILIP MORRIS 

INTERNATIONAL 

100MM; FILTER (HARD PACK) 

17 

1.1 

16 

PHILIP MORRIS 

INTERNATIONAL 

10GMM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

16 

RALEIGH 


KING SIZE; NON-FILTER 

25 

1.4 

16 

RALEIGH 


KING SIZE; FILTER 

15 

0.9 

16 

SPRING 100 


100MM; FILTER; MENTHOL 

19 

1.1 

16 

VICEROY 


KING SIZE; FILTER 

16 

0.9 

16 

VICEROY SUPER 

LONG 100 

10QMM; FILTER 

14 

0.9 

16 

WINSTON 100 


100MM; FILTER 

17 

1.2 

16 

HALF & HALF 


KING SIZE; FILTER 

ie 

1.3 

17 

MAX 120 


120MM; FILTER 

18 

1.4 

17 

MAX 120 


120MM; FILTER; MENTHOL 

19 

1.4 

17 

NEWPORT 


KING SIZE; FILTER; MENTHOL 

17 

1.2 

17 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

17 

RALEIGH 100 


100MM; FILTER 

16 

1.0 

17 

TALL 120 


120MM; FILTER; MENTHOL 

17 

1.3 

17 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

18 

SALEM 


KING SIZE; FILTER; MENTHOL 

16 

1.1 

18 

MORE 120 


120MM; FILTER; MENTHOL 

16 

1.2 

19 

TALL 120 


120MM; FILTER 

20 

1.5 

19 

MORE 120 


120MM; FILTER 

17 

1.2 

20 

NEWPORT 100 


100MM; FILTER; MENTHOL 

19 

1.5 

20 

OLD GOLD FILTER 100 

100MM; FILTER 

20 

1.5 

20 

BULL DURHAM 


KING SIZE; FILTER 

28 

1.8 

23 


1 

2 

2 


. . . . / 

"Tar* - milligrwr* total particulate f itter Ins nicctino and water par cigarette.' 
Nicotine total alka lo id s x a p ar tad in Bdllignra par cigaratta. • 

Carbon Monoxide xoportad in oaliigrons par cigarette. - j 

indicates *tar* below 0.5 og.i nicotine below 0.05 or oarbcn ammrlrte 
ha low 0.5 ag. per clgaxwtta. ! 

6*e otatanezit in taxt concerning tool Ultra brands. ; 




PM3001060406 


Source: https://www.industrydocuments.ucsf.edu/docs/hxkk0001 



